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t 

1. REGISTRATION NO. CUSTOMER NO. 

93-F-0001 1198 

FORM APPROVED 

0MB NO. 0579-0036 

UAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 

t 

i 

1 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LAWRENCE BERKELEY NATIONAL LAI30RATORY 

1 CYCLOTRON ROAD, BLDG. 74 

BERKELEY, CA 94720 
(510)486-6758 

IFACILITY (List all locations wh^ animals were housed or used in actual research, testing, teaching, or experimentation, or held fcH* these purposes. Attach additional 

9 ssary.) 


FACILITY LOCAVOHSfsites 


See Attached Listing 


REPORT OF ANImALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheats if necessary or use APHIS FORM 7023A ) 


Animas Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pids 


7, Hamsters 


8. Rabbits 


9. Non-Humah Primates 


1 0. Sheep 


1 1 . Pigs 


ASSURANCE STATEMENTS 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, o 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attained to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C *»■ 
D + E) 



1) Professionally acc^table standards governing the care, treatment, and use of animals, including apprc^xlate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and folloMng actual research, teaching, testing, surgery, or experimentation were follo\^ by ttiis research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by tlie 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition tc identifying the tACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to ov^ee the adequacy of other ^ () \/ 9 9 
aspects 0 ^ animal care and use. 


2006 
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18-23 (Oct 88), which is obsolete 


KAKi 1 - niEADQUARTERS 



























I 


The report is required by law (7 USC 21 43) Failure to report according to the regulations can 
result In an order to cease and desist and to be 8ub|ect lo pmaltles as provided for in Section 21 50 
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addltionallntormatlon 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


t REGISTRATION NO . 

-F-C)66 ^ 




FORM APPROVED 
OMB NO. 0679-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA 
inchide Zip Code) 

Space & Naval Warfare Systems Center 

Code 235. Biosciences Dvision 
53560 Hull Street 

San Diego, CA 92152 

3. REPORTING FACILITY (List all locations whara animala wara houaad or usad in actual raaaareh, tasting, taaching, or axparlmantation, or hold for thasa purpoaaa. Attach additional 

shaato if naoaaaary.) 


FACILITY LOCATIONS (Sitaa) 


REPORTpF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional ahaats If naoaoaary or usa APHIS FORM 7023A) 


Animala Covarad 
By Tha Anima 
'alfara Ragulatlons 


4. Doi 


5. Catd 


6. Guinea Pigs 


7. Hampers 


8. Rabbits 


9. Non-human Primates 


10. Shelep 


1 1 M Pigs^ 


1 2. Other Farm Animals 


13 Other Animals 


Dolph 


White Whales 


ans 


ASSUI 


STATEMENTS 


B.Numbar of 
■nlmais baing 

brad, 

oonditionad , or 
hold foruaa in 
taaching, taating, 
axparlmants, 
raaaaroh, or 
aurgary but not 
yat uMd tor such 
ptupMM 


C. Numbar of 
animala upon 

which taaching, 
raaaareh, 
axparlmants, or 
teats were 
conducted 
involving no 
pain, distress, oi 
uaa of paliv 
raliaving drugs. 


D. Numbar of animala upon 
which axparlmants, 
taacNng. raaaareh, 
aurgary, or taata wars 
conductad Involving 

accompanying pain or 
diatrass to the animals 

ar>d for which appropriata 
anaad^c, anaigaaic, or 
tranquiiizing drugs wara 
uaad 


agenties only. 


E, Numbar of animala upon which teaching 
sxparimanta, raaaareh, aurgary, or taats wara 
oorwfucted involving aooompanying pain or dlstraas 
to tha animala artd for which tha usa of appropriata 
• artasthatio, anaigaaic, or trmnquiltzirrg drugs wouid 
hava advaraaly affaotad tha proosdursa, rasults, or 
intarpratatlon of 6ia taaching. raaaareh, 
axparimants, aurgary, or taata. axp/anafton of 
fha procodurmm produoing pmtn or dtatmaa fn thoaa 
mnknmta and tha reasons much drugs warm not uaad 
must ba attaohad to to/s raprm) 


TOTAL NO 
OF ANIMALS 


(Cola. O 

D + E) 


Distribution limiqed to U.S. Government 


inistrative/ operational 


use, 08 July 04. bther request for this 


document shall be preferred to the Commanding 


pace an 


ava 


arfare Systems Center 


SQ^yi r . — Piufessiuiial acceutafaig 

thp rarp, trPFitmpnt- and 


animals including [the appropriate use of anesthetic, 


analgesic and tranjquilizing drugs are a primary 


component ot the 


terinary care program. 


revi 


11 r 


incompliance with 


re "and Utiil^^ciLloii Cuiiuiii. Ltee 

rotocols and found theii to he 


animal regulations 


1) P r o f ajislonsJIyaooaptabla standards govaming tha oara, traatmant, and uaa of animals Including appropriata usa of anasthatie, anaigaaic, and tranquiiizing drugs, prior to, during 

and nllowing actual rasaaroh, taaching, tasting, aurgary, or axparlmantation wara foliowad by this rasaarch facility 

2) Each principal invastigator has cortaldarad altamativas to painful procedures. 

3) This facility is adhering to tha standards and regulations under the Act. end It has required that axoaptions to the standards suid regulations ba specified and explained by tha 
principal invaatigator and approved by tha Institutional Animal Care end Use Committee (lACUC). A summary of alt auoh axceptlona la attached lo this annual report, in 
addlticp to Identifying the i AC UC -approved exceptions, this summary indudas a brief explanation of tha axcaptione, ae wall ae tha epaciae arkd numbar of animale affected. 

4} The atwnding veterlnarianfor thie reeearch facility haa appropriate authority to aneura the provision of adequate veterinary care and to oversea tha adequacy of other aspaeta of 
animal care end ut 


SIQNATU 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
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I cartHy that tha abova la trut, oonect, and completi (7 U.S.C. Sactlon 2143). 


OR INSTITUTIONAL OFFICIAL 



1 e-23 (OCT 88) which is obsolete 
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This leport is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. additional information. 

UnTtED states DEPARTMENT OF" agriculture [1. REGtSTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-F-0006 ^ 1200 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

! (TYPE OR PRINT) . 


2. headquarters research facility (Name and Address, as registered with USDA, 
include Zip Code) 

NASA 

ANIMAL CARE FACILITY 
MAIL STOP 261-1 
MOFFETT FIELD. CA 94035 
(415)604-5000 


3. REPORTING FACILITY (List alt locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purpo^s. Attach additional 
sheets if lecessary . ) Pb \ o Co r 0*0 r Co ^ Cj&fLP TstcK ^ WLCJPS. l’i\ sM X 1 


FACILfTY LOCATIONS (s/fes; 


See Attachled Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


Anif^ls Covered 
ByiThe Animal 
Welfare Regulations 


4. Dogs I 

[ 

i 

5. Cats 

6. Guinea Pi gs 

7. Hamsters ____ 

i . • 

' • , y ' ! ..... 

i 'v -r 

ft ■ * t 

> ! 

9. Ncn-i'iu.ma!} Primates 

■ ■ I I ■ r III! I I ■ II I : — I ■ » 

10, Sheep j 

t 

I i 

I ^ 

I 1 T Pigs j 

12. Other FarmlAnlmals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
puiposes. 


O 


JD 


T 




O 


Number of 
animals upon 
\^^ich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of path- 
relieving drugs. 


O 

O 


L-^V s . ^ 


o 

!0 

O 

o 


13. Other Animals 


O 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


O 


C 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for whic^ the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be affached to this report) 






.« • 


Ci 


o 

o 

.o: 

o 


c 

ft 

o 

o 

o 

o 

i 

3 

w 


c 

1 

( 

3 



TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


Q. 

O 


O 


o 

o 


o 





ASSURANCE STATEMENTS 


1) Profesisionali 
and following 

2) Each princip! 

3) This fadlity is 
principal Invel 
addition to idc 

4) The attending 
aspects of an 


/ acceptable standards governing the care, treatment, and use of animals,. including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
actual research, teaching, testing, surgery, dr experimentation were followed by this research facility. ferTOC 

il investigator has considered alternatives to painful procedures. 

* 

1 

adhering to the standards and regulations under the- Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
stigatorand approved by the institutional Animal Care and Use Committee (lACUC). A summary of aft the exceptions is attached to this annual report. In 
infifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

mal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
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(Chief Executive Officer or Legally Responsible Institutional official) 

’ ' — !lfy that the above Is true, correct, and complete (7 U.S.C. Section 21 43) 


lAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 





I3 (Oct 88), whi( 


QUARTERS 


(AUG 91) 


MOV 


fciT? 


i 
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This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo peneUtles as provided for in Section 2150 
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Intera^t^ Report Control No 


80- 


AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


t REG 



CO 



FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addr^a, aa raglatertd with USDA 


a a- 


NNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



HTINO FACILITY (List all locations where animals were housed or used In actual resd 
sheets H necessary.) 


Lawrence Livermore National Laboratory 
PO Box 808, L452 
Livermore, CA 94550 
(925) 423-3707 


FACILITY LOCATIONS (Sites) 




REPORT cbF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


Vnimals Covered 

By The Anima 
elfare Regulations 


B. Number of 
animals being 

bred, 

conditioned, or 
held for use In 
teaching, testInOt 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 

accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 


E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expeiimants, surgery, or tests. (An ^xpian&tfon of 
thm procBduras producing pain or distrass in thosa 
animais and tha raasons such drugs wara not usad 
must ba attachad to this report) 


TOTAL NO 
OF ANIMALS 


(Cols. C 

D-i- E) 




1) Professionally acceptable standards governing tha care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 

and loHowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such axcMptlons la attached lo this annual report, in 
additicn to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other ^ispects of 

anim£ I care and use. 
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(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above la true, correct, and complete (7 U.S.C. Section 2143). 
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Is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

order to cease and desist and to be sut>|ect to penalties as provided for in Section 2150. additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-F-0022 1 204 


Interagency Report Control No 
0180-DOA-/M 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Nann tndAddnss, at rtijitland wlh USOA, 
indude Zip Code) 

60TH MEDICAL GROUP (AMC), MDSSiSGSE 
101 BODIN CIRCLE 
TRAVIS AFB, CA 94535 


(707) 423-7349 


FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


PAOLITY LOCAVONSfdtes 


See Atta 



Listing 


REPORT OF 


A. 




MALS USED BY OR UNDER CONTROL OF RESEARCH FADUTY (Attach eddidonai sheets tf necessary or use APHIS FORM 7023A ) 


Anin^ls Covered 
By The Animal 
/^4re Reguiattons 


B. Number of 
animals being 
bred. 

corxJitioned, or 
hold for use in 
teaching, testing, 
e xp ertmertfs, 
research, or 
surgery but not 
yet used ftar such 
purposes. 


C. Number of 
animals upon 
wMch teachttrg, 
research, 
experiments, or 
tests were 




involving no 
pain, distress, or 
useofpaln- 

dnjgs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompmying pain or 
distress to the animals 
and for wtUdi appropriate 
anesthetic, anaigesic, or 
trarK)ullizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompariyfng pain or distress 
to the animals and for which the use of appropriate 
ane$thetic,analgesic, or tranquffizing drugs would 
have adversely affected the prooedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exptanattbn of 
the prooedures producing pain or distress kt these 
animds and the reasons such drugs iwere not used 
must be attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pus 


7. Hamsters! 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Fanb Animals 


Goat 


13. Other Aniiinals 




ASSURANCE STATEMENTS 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 



and fi 
2) Each 


Id 


ity acceptable standards governttig the care, treatmenL and use of animals. IrKluding appropriate use of anesthetic, analgesic, and tranquUizing drugs, prior to, during, 
g actual research, teaching, testing, surgery, or experimentation were Itofiowed by this research fedllty. 



pnndpal investigator has considered alternatives to pamfUl prooedures. 

3) This fedl^ is adhering to the standards and regulations under the Ad, and tt has required that exceptions to the standards and regulations be specified and explained by the 
prindpai nvestlgator and approved by the Institutional Animal Care and Use Committee (lACUC). A sumnMry of all the exceptions Is attached to tMs annual report In 
addition tJ> identifying the lACUC-approved exceptions, this summary Indudes a brief exf^nation of the exceptions, as well as the spedes and number of animals affeded. 

4) The attenpng vetertiiarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

^ animal care and use. 


CERTIFICATiON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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-FICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL/Tyoe or Print) 


DATE SIGNED 



1 18-23 (Oct 88), which Is obsolete 
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This report 
result in an 


i required by law (7 USC 2143). Failure to report according to the regulations can 
irder to cease and desist and to be subject to penalties as provided for in Section 21 50. 
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93-R-0003 1 1 83 

FORM APPROVED 

OM8 NO. 0579^36 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Addnss, as registered with USDA, 1 

1 include Zip Code) 


1 SUTTER INSTITUTE FOR MEDICAL RESEARCH I 

1 52ND AND F STREETS 


1 SACRAMENTO, CA 95819 

I (916)733-1785 




OCT 1 6 2006 
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result in 


is required by law (7 USC 2143). Failure to report accorxling to the regulations can See reverse side for 

order to cease and desist and to be subject to penalties as provided for in Section 2150« ^ditional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATK)N NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0004 1190 


Interagency Report Contrd No 
OieO-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


-I 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


, 2. HEM)QUARTERS RESEARCH FACfUTY (Name and Address, as registered wi^ USDA, 
indude Zip Code) 

STANFORD UNIVERSITY 
1215 WELCH ROAD. MODULAR A 
STANFORD, CA 94305 

I I (660)723-4550 


3. REPOROm FACfUTY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if n^^ssary.) 


FACILITY LOCATIONSfsffes; 


See Attached Listing 




REPORT OF 


A 




MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHiS FORM 7023A ) 


B. Number of 
antitiais being 
bred, 


Anirhals Covered 
By The Animal 
Welfare Regulations 


held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 



6. Guinea Pjigs 


7. Hamste 


8. Rabbits 


9. Non-Hurwn Primates 


49 


10. Sheep 


1 1 . Pigs 



1 C. Number of 

1 animals upon 

1 which teaching, 

1 research, 

1 eiqienm&its. or 

1 tests were 

1 conducted 

1 invc^ving no 

1 pain, distress, or 

1 use of patii- 

1 reNeving drugs. 

D. Nuntw (tf animals upon 
which experiments, 
teaching, research, 
surgery, or were 

conducted involving 
accompanytiig pain or 
distress to the animats 
»Kl for which appropriate 
anesthetic, analgesic, or 
tran(p,rili^ng dru^ were 
used. 

E. Number of animals upon which teaching, 
e^q^eriments, reseai^, surgery or tests w^ 
conducted involving aoooo^ian^ng pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic. or tranquilizhg drugs would 
have adversely affected the procedures, results, or 
interpretation ^ ttie teaching, research, 
experiments, surgery, or tests. (An exptonatton of 
the procedwes pnxft/ofrig pain or distnss in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 

1 ^ 

23 

0 

23 

1 ^ 

0 

0 

0 

1 20 

37 

0 

57 

1 ^ 

369 

0 

369 

1 ^ 

193 

0 

193 

1 ^ 

173 

0 

173 

1 ^ 

143 

0 

143 

1 3 

245 

0 

248 


1 3. Other Animals 


Gerbil 


Ground Squirrel 



ASSURANCE STATEMENTS 


1) Professlmlty acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foltr^ng actual research, teaching, testing, surgery, or experimentation ware followed by this research facility. 


2) Each pri idpal investigator has considered alternatives to paintijl procedures. 

3} This faciity is adhering to Uie standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
^cipal investigator and approved by the Institutional Aiimal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief ex^nation of the exceptions, as well as tiie species and number of animals affected. 

4) The atte nding veterinarian for this research facility has at^c^xlate autiiority to ensure tiie proNnsion of adequate veterinary care and to oversee the adequac:y of other 
aspects m animal care and use. 
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DATE SIGNED 

11/27/06 
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(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 
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United Stated Department of Agriculture 

Annual Report of Research Animal Facility (Form 7023) 

10/1/05 - 9/30/06 


Stanford University 
Registration #93-R-0004 


I 

I 


Excenltions to Standards and Regulations under the Act; 


Multiple Major Survival Surgeries tMMSS) ; 



Six Investigators were granted Stanford lACUC approval to perform two survival surgeries on non- 
human primates as part of the same experimental protocol. All surgeries were performed with appropriate 
anesthetic agents. During this reporting period, seventeen ( 1 7) nonhuman primates have been used. 


H ousing/Cage Changing ! 

[ 

2. 1 One Investigator was granted Stanford lACUC approval to house hamsters as continuous breeding 

I male/female pairs. During this reporting period, thirty-six (36) hamsters have been pair housed. 

! 

i 

3 . 1 One Investigator was granted Stanford lACUC approval to change hamster and ground squirrel cages at 
intervals up to 14 days to prevent disruption of studies. During this reporting period, six (6) groimd 

I squirrels have been used. 



One Investigator was granted Stanford lACUC approval to house hamsters in cages that are 5.5 inches 
tall. As new cages are purchased, they will be replaced with cages that are 6 inches tall. Ehiring this 
reporting period, one-hundred and eighty-two (182) hamsters have been housed in 5.5 inch tall c.ages. 


5. 1 One investigator was granted Stanford lACUC approval to cross-tie sheep for the duration of 
I chronic experimental procedures. Animals are able to move within their pens (forwards, backwards, and 
side to side), with the exception of turning around, and are able to lie down. As per the APHIS Notice in 
I the Federal Register Vol. 65, No. 23, 5301-5303, Feb 3, 2000, the Stanford lACUC approved this 
I scientifically justified restriction to the animal's space. During this reporting period, fifty-eight (58) sheep 
I were used. 

wiiter Control: 



Four Investigators were granted Stanford lACUC approval to utilize carefully monitored water control as 
a motivational tool. During this rqjorting period, twenty-four (24) nonhuman primates have been used. 






Four Investigators were granted Stanford lACUC approval to utilize non-human primate chair restraint 
during experimental procedures. The animals were removed at the end of the recording sessions. The 
average length of the recording sessions was four hours. During this reporting period, twenty-five (25) 
nonhuman primates have been used. 
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result in an order ty cease and desist and to be subject to penalties as provided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


additional information. 


AtjjNUAL REPORT OF RESEARCH FACILITY 


( TYPE OR PRINT ) 



3. REPORTING FACILITY ( List ali locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary } 


Animal Resources Center 
Parvin Biomedical Research 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form : 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wh 
the use of appropiiate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected (he procedures, res 
or interpretation of the teaching, research, expen ments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and tfie reasc 
such drugs were not used must be attached to th s report 


Animals Covered 
By The Anirnal 
Welfare Regulations 



B. Number of animal 

C. Number of 

D. Number of animals upon 

being bred. 

animals upon 

which experiments, 

conditioned, or 

which teaching, 

teaching, research. 

held for use in 

research. 

surgery, or tests were 

teaching, testing. 

experiments, or 

conducted involving 

expenments. 

tests were 

accompanying pain or 

research, or 

conducted 

distress to the animals an 

surgery but not yt 

involving no pain, 

for which appropriate 

used for such 

distress, or use 0 

anesthetic, analgesic, or 

purposes. 

pain-relieving 

tranquilizing drugs were 


drugs. 

used. 



F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


11. Pigs 


12 Other Farm An mais 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rese. 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by th <3 principal investigator and app 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approve d exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The altendinc veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


/ 



OCT 88), which is obsolete.) 


\ \ j 


7 


MOV 1 3 2006 

















4. 

1 

I 

Dogs 

5. 

Cats 

6. 

Guinea Pigj 

7 

Hamsters 

8. 

Rabbits 

9. 

Non-Humar 

10. Sheep 

11. 

Pigs 
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This report id required by law (7 USC 2143). Failure to report according to the regulations can 
result in an a|rder to cease and desist and to be subject to penalties as provided for In Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
3^ additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0015 1192 


Interagency Re{>ort Control No 
0160-DOA-AN 


FORM APPROVED 
OMB NO. 0579^036 


ANNU AL REPORT OF RESEARCH FACILITY 

{T(PE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wid) USDA, 
indude 2/p Code) 

SCRIPPS RESEARCH INSTITUTE 
10550 N. TORREY PINES ROAD M.B.18 
LA JOLLA, CA 92037 
(858) 784-8048 


3. REPORTING FACILITY (List all locations where aninnals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if nece^ry.) 


See Attached Listing 


FACILITY LOCATfONSfs/fes 


REPORT OF ANI^LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Wei4re Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to ^e animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected bie ^x^x^dures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures prodjcing pain or dstress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5, Cats 


6. Guinea Plds 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



1 0. Sheep 


1 1 . Pigs 


1 2. Other Fai i Animals 





1 3. Other Animals 




ASSURANCE STATEMENTS 


m 



1) Professicpaily acceptable standards governing the care, treatment, and use of animals, including appro^xiate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and follo\ ring actual research, teaching, testing, surgery, or experimentation were followed by this research faa’Iity. 

2) Each prir cipal investigator has considered alternatives to painful procedures. 

3) This facil ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal nvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. Ir 
addition o identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The atteilding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other ^OV 
aspects <pf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

. I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


iAL OFFICIAL I NAME A TITLE OF C E O OR INSTITUTIONAL OFFICIAL /Ti/ne nr Print) 


2 9 2006 



S FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 

















This report m required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an yder to cease and desist and to be subject to penalties as provided for In Section 21 50. additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0016 1189 


Interagency Report Control No 
0160>DOA-AM 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Cocto) 

LOS ANGELES BIOMEDICAL RESEARCH INSTITUTE 
1124 WEST CARSON STREET 
TORRANCE, CA 90502 
(310)222-3601 


REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, ex' held for ^ese purposes. Attach additional 
sheets if necejisary.) 


FACIUTY LOCATIONSfs^s 


See Attached Olsting 


REPORT OF ANI 




USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Wel^re Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, cx* 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D4^E) 


Guinea Pig 


Hamsters 


Rabbits 


9. Non-Humari Primates 


10. Sheep 



1 1 . Pigs 


ASSURANCE 


1) Profi 
and foll( 


•]l 


iHy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ig actual research, teaching, testing, surgery, (X* experimentation were followed by this resear^ ^clilty. 



2) Each princ pal investigator has considered alternatives to painful procedures. 

3) This facilit) is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A sunnmary of all the exceptions Is attached to this annual r^iort In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of pnimal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legal iy Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SifiMATURg nr n P n np iMSTiTUTinMAi official I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which Is obsolete 


PART 


































This report » required by law (7 USC 2143). Failure to report according to the regulations can 
result In an ' ^ ‘ ’ “ *' 


See reverse side for 


interagency Report Conbol No 



ANnlli^AND PLANT H^LTH INS^CTION SE^i^ 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-(X)18 1188 

FORM APPROVED 

0MB NO. 0579-0036 

lAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRIMT) 

t 

i 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
incAide Zip Code) 

BAYER CORPORATION 

P.O.BOX 1986 

BERKELEY, CA 94701 

FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additionai 
psary.) 


FACILITY LOCATIONSfsffes 


See Attached iListing 



REPORT OF 


A. 



BY OR UNDER CONTROL OF RESEARCH FACILITY (Aftoch addition^ stwats If necessary or use APHIS FORM 7023A ) 


Anlnian Covered 
By T» Animal 
Weifsre Regulations 


Number of 
animais being 
bred, 

conditioned, or 
held fbr use in 
teaching, testing, 
expertmenis, 
research, or 
surgery but not 
yet us^ for such 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which expertments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and fbr which appropriate 
anesthetic, analgesic, or 
tranquIHzirlg drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,anaige8lc, or tranquHizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teachirHJ. research, 
exp^ments, surgery, or tests. (An explanation of 
the procedures produchg pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cole. C 4- 
Di^E) 


4. Dogs 


5. Cats 


6. Guinea P 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



11. Pigs 


ASSURANCE STATE 


1) Profession 
and foNowli 


f acceptable standards governing the care, treatment, and use of animais, Including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
actual research, teacNng. testing, surgery, or experimentation were followed by this research fadiity. 


2) Each principal investigator has 


aitematives to painful procedures. 


3) This fadHty is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prtndpal Investigator and approved by the institutionai Animai Care and Use Committee (lACUC). A summaiy of all the exceptions la attached to this annual report In 
addition to I dentifying the lACUC-approved exceptions, this summary indudes a brief exj^nation of the exceptions, as well as the spedes and number of animals affected. 

4) The attend! ig veterinarian for this research fbdiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of arilmai care and use. 


CERTIFICATiON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaiiy Responeibie institutional official) 

1 I certify that the above is true, coirect, and complete (7 U.S.C. Section 2143) 


NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 






DATE SIGNED 


10 i% o^ 



(AUG 91) 


it 88), which Is obsolete 


PART 1 - HEADQUARTERS 


OCT 2 8 2006 



I 
























I 


TWs report 
resuttinan 


required by law (7 U$C 2143). FaNure to report according to the regulations 


See reverse side for 
ackfitional information. 


Interagency Report Control No 
OieO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 



1 1. REGISTRATION NO. 

1 93-R-0020 

CUSTOMER NO. 

1185 

FORM APPROVED I 

0MB NO 05790036 1 

1 2. HEADQUARTERS RESEARCH FAaLITY (Name and Address, as registered wtth USOA I 

include Zip Code) 

UNIVERSITY OF SOUTHERN CALIFORNIA 

BOVARD ADMINISTRATION BUILDING 

ROOM 300 

LOS ANGELES, CA 90089 
(213)740-6709 



See Attached Listing 


REPORT OF 


K 





BY OR UNDER CONTROL OF RESEARCH F ACUJTY (Attach tddKionaf sheets If necessary or use APtffS FORM 7023A ) 


Anfai^ Covered 
By 'Im Animal 
Wettara ReguMions 


B. Number of 
animals being 
bred. 

oondttioned, or 
held for use In 
teacNng, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 


C. Number of 
animMsupon 
which teaching. 

M 


experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
useofpain* 
relieving drugs. 


D. Number of animals upon 
which axperiments, 
teachirv research, 
suraorv. or tests were 
conducted involvinQ 
a ccompanying pain or 
dtetress totee onknals 
and for which appropriate 

or 

trarK|uil 2 ing drugs were 
used. 


E« Number of animals i 4 >on which teaching, 
experiments, rese a rch, surgery or tests were 
oorKkicted involving accompatiying pain or distress 
to the animals and for which the use of eppropriate 
ariestheticjxtelgesic, or trariquBzfog drugs woi4d 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exptanaffon of 
the pmeedutes producing pain or distress in these 
enknals and the reasons such drugs aiere not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

fCols.C^ 

O^E) 



13. Other 



0 

1 

0 

0 

0 

0 






4 ) The 



STATEMENTS 


liorwlly aooeptabte standarxfo governirig the care, Irealmer^ and use of ariirnafo. irKluding appropriate use of arresthetic, analgesic, arfo tranquilizing drugs, prior to, during. 

owing actual research, teaching, testing, surgery, or experimentation were foiowed by ttifo research focKty. 
rtodpal investigator has considered aitemadves to painful procedures. 

cRty is adhering to Ihe standards artd regulations under the AcL and M has required that exoepttoru* to the standards and regulaUons be spectfted and explained by the 
si investigator and approved by the Institutional Animal Care and Use Committee (1ACUC). A summary of an the exceptions Is attached to this aimual report In 

1 to idertllfyinQ the lACUC-appfoved exceptiocis. ttiis surTvn»y itKfcides a brief exptariation of the exceptfons, as wen as the species and nutrtoer of anitnate 

erxSng veterinarian for this research facBty has appropriate at4hor1ty to ensure the provision of adequate veterirairy care and to oversee the adequacy of other 
s of anknai care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) ^ 


NAME A TITLE OF C E O. OR INSTITUTIONAL OFFICIAL fTvoe or Print) 




APK',^ , 
(AUG ^1) 


which 1$ obsotete 


KAK I *1 • HEADQUARTERS 


OCT 1 fc) 
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This report s required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
01 SO-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (Ust all 
sheets if necfssary.) 


1. REGISTRATION NO. 
93-R-0028 

CUSTOMER NO. 
1181 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

include Zip Code) 

CALIFORNIA INSTITUTE OF TECHNOLOGY 

MAIL CODE 156>29 

1200 E. CALIFORNIA BLVD. 

PASADENA, CA 91125 
(626) 395-4957 


FACILITY LOCATIONS/'srfes 


See Attached Listing 


REPORT OF 


A. 




MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


AnifTias Covered 
By Tne Aninial 
Welfard Regulations 


4. 

Dogs 

5. 

1 

Cats 

6. 

1 

Guinea Pi 

7. 

Hamsters 

8. 

Rabbits 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ fOT such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for v4iich appropriate 
anesthetic, analgesic, or 
tranquillzing drugs were 
used. 




9. Non-Hurnart Primates 


10. Sheep 


(p 


1 1 . Pigs 


ASSURANCE CTATEMENTS 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C **’ 
D^E) 




IS 

a 

93 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were fcrilowed by this research facility. 




2) Each principal investigator has considered alternatives to painful procedures. 

3) This fac lity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
prlncipa investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to ttils annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief expianation of the exceptions, as well as the species and number of animals affected. 

4) The attc nding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C E O. OR INSTITUTIONAL OFFICIAL I NAMF A TITLE OF C F O OR INSTITUTIONAL OFFICIAL /Tun* nr Print) 




DATE SIGNED 







APHIS hum 
(AUG 9lh 




(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 




10 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an{ order to cease and desist vid to be subject to penalties as provided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 


I 

I 
r 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0030 8229 

■ -at;. . 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wm USDA, 

1 include Zip Code) 

1 CHILDRENS HOSPITAL & RESEARCH CENTER AT 

OAKLAND 

747 52ND STREET 
OAKLAND, CA 94609 

A.- » ^ ^ m 

a sesas a 



FACILITY LOCATIONSrsiires 


CHILDREN’S HOSPITAL & RESEARCH CENTER AT OAKLAND 
OAKLAND. CA 94609 




REPORT OF 


A. 




S USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addMonaf sheets if necessary or use APHIS FORM 7023A ) 


Anirnals Covered 
By The Animal 
Welfarfl Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon wNch teaching. 

F. 

animats upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to foe animals and for which foe use of appropriate 

OF ANIMALS 

experiments, or 

conduded involving 

8nesfoetic,analgesic, or tranquilizlng dmgs would 


tests were 

accompanying pain or 

have adversely affected foe procedures, results, or 

(Goto. C * 

conducted 

distress to foe animals 

interpretation of foe teaching, research, 

D*E) 

Involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pah or distress in these 


use of pain- 

tranquilizlng drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 




ASSURANCE ^ATEMENTS 


1) ProfessidnaHy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizlng drugs, prior to, during, 
and foilo\ring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each prir dpal investigator has considered alternatives to painful procedures. 

3) This fadl ty is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be spedfied and explained by the 
prindpal nvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptfons to attached to this annual report. In 
addition t o identifying the IACUC<approved exceptions, this summary indudes a brief ^lanatlon of the exceptions, as wdl as the spedes and number of animals ^ected. 

4) The after ding veterinarian for this research fodlity has appropriate authority to erasure foe provision of adequate vetoinary care and to oversee foe adequacy of other 

aspects ( f animal care and use. ...> . , 


mt V 




SIGNATURE 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Offloer or Legally Responsible Jnetitutional official) 
I certify that the above is true, correct, and complete (7 U.S.C. Section 2143 


TIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


11/28/2006 


APHIS FORM 7023 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which to obsolete 


PART 1 - HEADQUARTERS 
















This rep<»t Is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result In an{ order to cease and desist and to be sut)iect to penalties as provided for in Section 2150. additional Information. 


1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0032 1179 




k j i ^ s. 




ANNILIAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Interagency F^eport Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


HEADCHiARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CEDARS-SINAl MEDICAL CENTER (CSMC) 

8700 BEVERLY BLVD., DAVIS 7004 
LOS ANGELES, CA 90048 



3. REPORT1NG{ FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if n 


FACILITY LOCATIONSrsJfes 


BURNS & ALILEN RESEARCH INSTITUTE 
LOS ANGELE S, CA 90048 


REPORT OF 




USED BY OR UNDER CONTROL OF IffiSEANCH FADUTY (Atmch additional stmts f necessary or use APHIS FORM 7023A ) 


Anirrals Covered 
By The Animal 
Welfera Regulations 


Number 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


. Number of 
animids upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving d 


animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


animats upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D-^E) 







1) Professl 
and folic 


ity acceptable standards govwrring the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
dng actual research, teaching, testing, surgery, or experimentation were foltowed by this research facility. 

2) Each prir clpal investigator has considered alternatives to painful procedures. 

3) This fadl ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal pvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summaiy of all ttie exceptions Is attached to this anrxjal report In 

D identl^ng the lACUC-approved excepticms. this summary includes a brief explanation of the exceptions, as well as the species and nurr^er of animals ^ected. 


addition 

4) Theatte 
aspects 




ing veterinarian for this research facility has apprc^riate authtxity to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animal care and use. 



CERTIFICATIOM BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Jnstitutional official) 

I I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 


11/17/2006 



APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 



















This report k required by taw (7 USC 2143). Failure to report aca)rding to the requlations can 
result in an ^der to cease and desist and to be subjed to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTWENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
9S-R-0034 


CUSTOMER NO. 
1178 


Interagancy Report Control No 
018(MX)A-AN 


FORM APPROVED 
0MB NO. 0579^36 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING! FACILITY (List all locations where animals were housed or used in actual research, 
sheets if necessary.) 


2. HEADQUARTERS RESEARCH FAaUTY (Name and Address, as registered with USDA, 
Include Code) 

CALIFORNIA PACIFIC MEDICAL CENTER, RESEARCH 
INST. 

475 BRANNAN STREET, SUITE 220 
SAN FRANCISCO, CA 94107 
(415)600-1601 


testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONSTsifes 


See Attached Usting 


REPORT OF 




USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Anirn^ Covered 
By Tm Animal 
Weifore Regulations 


Nuntoer of 
animals being 
bred, 

condHiorted, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaming, 
research, 
experiments, or 
tests were 
conducted 
hvoMng no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
whidi expenmmts, 
teaching, research, 
surgery, or tests were 
conducled invoMng 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expedments. researdh, surgery or tests were 
conducted tovc^ving accompanying pain or distress 
to the arvimals and for which the use of appropriate 
anesthetic,analgesic. or tranqiJizing drugs would 
have adversely affeded the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were nof used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D^E) 


4. Dogs 


5. Cats 


6. Guinea Pi 


7. Hamsters 


8. Rabbits 


9. Non-Hu 



1 1 . Pigs 


ASSURANCE STATEMENTS 



and fol 



adaptable standards governing the care, treatment, and use of animats, kKluding appropriate use of snestheUc, analgestc, and tranquilisng drugs, prior to, during. 
Mng actual research, te^dtlng, testing, surgery, or e}q)erimentation followed by this research facility. 

2) Each pri idpal investigator has considered alternatives to painful procedures. 

3) This faci ity Is adhering to the standards and regdatirxis under the Act, and it has required ttiat exceptions to the standards and regulations be specified and explained by Ihe 
prindpall investigator and approved by foe Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition lo identifying the lACUC-approved exceptions, this summary Include a brief ex^nation of the exceptions, as wen as the species arto nurnber of animals affected. 

4 ) The attending veterinarian for this research fodlity has af^xropriate authority to ensure the provision of adequate veterinary care and to oversee toe adequacy of other 
aspects pf animcH care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I I certify that the above is true, conect, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 

(O^ 



APHIS FUKM 7U23 

(AUG 91^ 


(Replaces VS FORM 18-23 (Oct 88). which is oDsoiete 


PART 1 - HEADQUARTERS 


OCT - 5 2006 













This report is 
resuKirtanoi 


lukvd by law (7 USC 2143). Failure to report according to the regulations can 

r to caasa and desist afKt to be subject to penaHles as provided for in Section 2150. 


UNITED STATES OEPAf?T1»fr OF AQRICUtTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side tor 
ackUtionaj Intormation. 


REGISTRATION NO. 

93-R-0035 


CUSTOMER NO. 

1177 


interagency Re})ort Control No 
0180-OOA-AN 


FORM APPROVED 
OMB NO. 05794)036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING F 




2. HEADQUARTERS RESEARCH FACILITY (Nmrm md Addnss. as raglstandwnh USDA. 
ktduda Zip Code) 

CALIFORNIA INSTITLITE FOR MEDICAL RESEARCH 
2260 CLOVE DRIVE 
SAN JOSE. CA 95128 
(408)998-4554 


tUTY (List all tocatlons where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCA 


See Attached Listing 


£3 




REPORT OF 


A. 



USED BY OR UNDBI CONTROL OF RESEARCH FACILITY (Attach adOVona! sheets If nacassary or use APHIS FORM 70234 ; 


Animals Covered 
By The Ar^mal 
Weifare RMulations 


Number of 
animals being 
bred. 

coTKfitioned. or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yetus^ torsudi 


animals upon 
which teaching, 
resear^. 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


of animals upon 
which experiments, 
teaching, research, 
surgery, or tests wwe 
conducted involving 
accompanying pain or 
distress to the animab 
and tor which appropriate 
anesthetic, analgesic, or 
tranquMUng drugs were 
used. 


Number of animab upon which teaching, 
experimenb, research, surgery or teste were 
conducted involving accompanying pain or dbtress 
to the animab and for which the use (^appropriate 
anesthetic,anatgesic. or tranquffizing dru^ would 
have adversely affocted the procedures, resuite, or 
Interpretation of the teaching, research, 
experlmente, surgery, or tests. (/^ explanadon of 
the pfoceduns producing p^ or distress In these 
anknals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 



ASSURANCE SJATEMBTrS 


1) Protossio 


^rofe ssi o ha Hy aoosptaUe standards governing the care, treatment, and use ct animab, indudinQ appropri at e use of anesthebc, analgesic, and tranquilbdng drugs, prior to. during, 
and tolkw tog actual research, teachirvg, tMttog, surgery, or experirnentaticxi were foliowed by thte res e a rch facHity. 

2) Ead> prin dpal investigator has considered aitematives to painful procedures. 

3) Thb tecHI y b adhering to the startoards and rec^lations under AcL and it has required that exceptions to the standards and regubbons be specified and explained by the 

principal i ivestigator and approved by the instituttonal Anirnel Care and Use Cornrnittee (tACUC). A summary of all the exceptions Is attached to IMS aniiual report Iri ^ Q OnHA 

addition te iderrtifying the iACUC-approved excefrtiorw, this summary includes a brief cqjian a tion of toe excepttons. as well as the species arnt number of animab affected. U v 1 ^ OJUQ 


4) Theattc 
aspects 


• il • : 


ing veterinarian for tMs research todlity has appropriate autoority to ensure the provWon of adeciuate veterinary care and to oversee the adequacy of other 
antoiai care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive OfScer or Legally Responsible Institutional official) 

that the atx>v8 is true, oorrecL and complete (7 U.S.C. Section 2143) 


SITTUTIONAL OFFIGIAIJ^ INAME & TITLE OF C.E.O. OR iNSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 


• EBW ■ Vf %tp r 

(AUG 91) 




rvrf^ivi 


iDct 88), which Is obsoleCe 




PART 1 • HEADQUARTERS 


I 















I 

i 


This report tt required by law (7 USC 2143). Failure to report according to the regulations can 
result in an qrder to cease and desist and to be subject to penalties as provided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0^ additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0036 1176 


Interagency Report Control No 
O10O-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
fndude Zip Code) 

HUNTINGTON MEDICAL RESEARCH INSTITUTE 
734 FAIRMOUNT AVENUE 
PASADENA. CA 91105 
(626) 397-5850 


3. REPORT1hK3 FACILITY (List all locations where animals were housed or used in actual researdi, testing, teaching, or experimentation, or held for these purposes. Attach additional 
* ‘ce^ryO 


FACILITY LOCAnONS(sHes 


See Attached Ulstlng 


sheets if n 




REPORT OF ANI^S USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By Ttw Animal 
Wel4ire Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
e}q)eriments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
cor>ducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Numb^ of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of ^ropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation oX the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to diis report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C *(■ 
D-^E) 


4. Dogs 


5. Cats 


6. Guinea Pi 


7. Hamsters 


8. Rabbits 


9. Non-Humah Primates 


1 0. Sheep 



1 1 . Pigs 


ASSURANCE STATEMENTS 


I 


1 ) Professiohalty acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquili;dng drugs, prior to, during, 
and foilov Ing actual research, teaching, testing, surgery, or experimentation were followed by ^is research facility. 

2) Each piin ::ipal investigator has considered alternatives to painful procedures. 

3) This fadii y is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and eiqslained by the 
prindpal i fivestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all Bie excepHont Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as welt as the spedes and number of animals affected. 

4) The att 


aspects 







ling veterinarian for this research ^dlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsibie Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 



APHIS FORIIjl 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 . HEADQUARTERS 


CICT 2 0 2006 


















This report 
result in an 


sheets If 


required by law (7 USC 2143). Failure to report according to the regulations can 
der to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 

r 

i 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0041 1175 

FORM APPROVED 1 

0MB NO. 0579-0036 1 

i^AL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

j 

1 

i 

1 

M m m. m ^ a ^ ^ m a m 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

RESEARCH INSTITUTE 

AMES BLDG 

795 EL CAMINO REAL 

PALO ALTO, CA 94301 
(650) 853-4835 


iry.) 


FACILITY LOCATIONSfsffes 


See Attached I Jsting 


REPORT OF ANI 

MAL3 USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A ) 

■ — ~\ 

A. 

Animal 
ByTh 
Welfare 1 

i Covered 
e Animal 
Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 

purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. NurT^>er of animals upon 
which exp^ments, 
teaching, researdi, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distreu to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanyng pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures produdng pain or distress in these 
animals and the reasons sudt drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 

; 






5. Cats 







6. Guinea Pig 

> 






7, Hamsters 







8. Rabbits 







9. Non-Humai 

I Primates 






10. Sheep 





■* "h 


1 1 . Pigs 







1 2. Other Farm 

Animals 













1 3. Other Anim 

als 






rv)0'r€flal 







anemic i 






1 5^ oc3 








1 ASSURANCE SI 

^TEMENTS 1 


1) Professior^liy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquili 2 ing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) ThisfadliN 
prindpal in 
addition to 

4) The attend 
aspects of 


I is adhering to the standards and regulations under the Act, and it has required diat exceptions to the standards and regulations be spedfied and explained by th e 
trestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exertions Is attached to this annual report, in 
identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

ng veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICI^ 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

— 'ICIAL I name A TITLE OF C E O. OR INSTITUTIONAL OPFiniAL /Tvnfl nr Prfnf) | 


DATE SIGNED . 

. I / O (o 


lo/'X/ 




APHIS FORM 
(AUG 91) 


7023 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 • HEADQUARTERS 


OCT 3 0 2006 



This report ip required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an |)rder to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional Information. 


Interagency R^X}rt Control No 
0180-DOA-AN 




sheets If n 


1 UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUNT HEALTH INSPECTION SERVICE 

[ 

1 

1. REGISTRATION NO. CUSTOMER NO. 

93-R4)043 1 1 96 

FORM APPROVED 

0MB NO. 05794)036 

lAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

\ 

I 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

MEMORIAL HEALTH SERVICES 

2801 ATLANTIC AVENUE 

LONG BEACH. CA 90806 
(562) 490-3737 

FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentaticxi, or held for these purposes. Attach additional 
^ry.) 


FACILITY LOCATIONSfsiles 


See Attached Uisting 


REPORT OF ANI 


A. 




S USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional shaets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Wel^re iKegulatj(His 


Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experinients, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to ^e animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 


E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
exp^ments, surgery, or tests. (An explanation of 
the procedures produr^ng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pig 


7. Hamsters 


8. Rabbits 


9. Non-Humarl Primates 


1 0. Sheep 



1 1 . Pigs 


12. Other Farm Animals 


ASSURANCE 





1) Professionfaliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, i^or to. during, 
and foHowing actual research, teaching, testing, surgery, or experimentation were followed by this research ^cillty. 


2) Each princ pal investigator has considered alternatives to painful procedures. 

3) This facilit) is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pfindpai investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the IACUC*approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending v^erinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

itive Officer or Legally Responsible Institutional official) 

; the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OP C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





APHi 

(AUG 91) 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES OCPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180<DOA-AN 


annIjal report of research facility 


(TYPE OR PRINT) 


1 1. REGISTRATION NO. CUSTOMER NO. 

1 93-R-0050 1 1 73 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

1 Indude Zip Code) 


1 UNIVERSITY OF THE PACIFIC 

3601 PACIFIC AVE 


STOCKTON, CA 95211 


(209) 946-2561 

^ fta ■ a.aA ■AA.Aa* 



sheets if n 



FACILITY LOCATIONSrs/fes 


See Attached Listing 

Sc hoot of Pharmacy & Health Sciences 


I 


Sc hool of Dentistry 


i 

Si/ 


REPORT OF AI^IMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Anirrals Covered 
By Tre Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. 

Dogs 

5. 

Cats 

6. 

Guinea Pi 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-Hum 

10. Sheep 

11. 

Pigs 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
whi^ e)^>ertments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acconr^nying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not usee 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 


1 2. Other Fa 


1 3. Other Ani|mals 


Rms 




ASSURANCE STATEMENTS 


1 ) Profess^aliy acc^)tabie standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior :o, during, 
and follov^ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This fac lity is adhering to the standards and regulations under the Act, and it has required that exceptims to the standards and regulations be specified and explained by the 
principa investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of anin^ls affected. 

4) The atte nding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other NO'/ 

aspectspf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

y that the above is true, correct, and complete (7 U.S.C. Section 2143) 


3 0 2006 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 



i^rrtiw rw 


(AUG 91 


iT' 


\rt0piac«^T^7Cnn^o?J (Oct 88), whlch Is obsolste 


DATE SIGNED 

/A 12 < 1-00 
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This report ii required by law (7 USC 2143). Failure to report according to the regulations can 
result in an yder to cease and desist and to be subject to penalties as provided for In Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
O180-OOA<AN 


1 


FACILITY 


(TYPE 



1 . REGISTRATION NO. CUSTOMER NO. 

93-R-(X)53 1172 

FORM APPROVED 

0MB NG . 0579-0036 

1 2. HEADQUARTERS RESEMtCH FACILITY (Name and Address, as regi^red wff/i USDA, 

in dude Zip Code) 


PIERCE COLLEGE 


6201 WINNETKA AVENUE 

WOODLAND HILLS, CA 91 371 

1 (818)719-6463 



purposes. 


FACILITY LOCATIONS/sffes 


See Attached 4‘sting 


REPORT OF ANI 


A. 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach acW/ffona/ sheats if necessary or use APHIS FORM 7023A ) 


Animal^ Covered 
By The Animal 
Welfare Regulations 


Number of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anestheUc, analgesic, or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
exp^ments, surgery, or tests. (An explanatmn of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
‘ must be atta^ed to diis report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D-i-E) 


4. Dogs 


5. Cats 


6. Guinea Pi 


7. Hamsters 


8. Rabbits 


9. Non-Humah Primates 


10. Sheep 



1 1 . Pigs 


ASSURANCE STATEMENTS 


I 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foliov ing actual research, teaching, testing, surgery, or experimentation were followed by this research fedlity. 

2) Each prin :ipai investigator has considered alternatives to painful procedures. 


1 


3) This fadlijy is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpal rvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition tb identifying the lACUC-approved exceptions, this summary indudes a brief ex^anatlon of the exceptions, as well as the species and number of animals affected. 

4) The attenping veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects ck animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legatiy Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


f^i 13J 
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This report is rk|Uired by taw (7 USC 2143). Failure to report according to the regulaticms can See reverse side for 

result in an ort^er to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

^ ANIMAL AND PLANT HEALTH INSPECTION SERVICE | 93-R-0056 1171 


Interagency Report Control No 
OISO-DOA-AN 


FORM AI>PROVED 
0MB NO. 0579<0036 


annual report of research facility 


(TYPE OR PRINT) 


2. HEMXDUARTERS RESEARCH FACILITY fName and Addnss, as reg/slered with USDA, 
indude Zip Code) 

ALZA CORPORATION 
1900 CHARLESTON ROAD, M3B-281 
MOUNTAIN VIEW. CA 94043 
(650) 564-2753 


REPUTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expehmentatton, or held for these purposes. Attach additional 
sheets If necesapry.) 


FACILITY LOCATtONSfsftes 


\l(L:Ve 









REPORT OF ANI 


A. 


T 

m 



ED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addttbna/ sheets ifnecessay or use APHIS FORM 7023A ) 


Animus Covered 
ByThdAmmal 
Welfare Regulations 


B. Numberof 
animals being 
bred, 

conditioned, or 
held for use in 
teacNng, testing, 
expertnwits, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 


Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
te^were 
conducted 
involving no 
pain, dtetress. or 
use of pain- 
relieving drugs. 


Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquHizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
arvesthetic,analgeslc, or tranquUizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An ex^^nattOn of 
the procedures pro^jctng pain or distress in these 
animats and (he reasons such drugs were nof used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
D^E) 


4. Dogs 


5. Cats 


6. Guinea Pig 



M 



1^ 




a 




a. 





1 

8. Rabbits 

[ 

' 

: 

9. Non-Huma 

1 Primates 

1 

10. Sheep 1 


1 1 . Pigs 


! 

1 

1 2. Other Famji Animals 


ASSURANCE 


1) Profess 
and foil 

2) Eachp 


f acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior io, during, 
actual research, teaching, testing, surgery, or experimentation were followed by this research tecBity. 



2) Each prHkdpal investigator has considered altemativtt to paIrTfui procures. 

3) This fad ity is adhering to the standards and reguiattons under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
pr1r>dpal Investigator and approved by the InsUtutionad Animal Care and Use Comn^ttee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brtef exi^rration of the exceptions, as wet! as the species and number of animals affected. 

4) The atte rding veterinarian for this research fadlity has appropriate authority to ensure tiie provision of adequate veterirrary care and to oversee the adequacy of other 
aspects d animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

. I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


^AME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


SIGNATURE OF C.E 




APHIS FO 
(AUG 91 


7022 


\ is obsolete 


- HEADQUARTERS 


MOV 1 6 2006 















This repCKt i; required by law (7 USC 2143). Failure to report according to the regulaticHis can 
result in an c rder to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
93-R-0064 


CUSTOMER NO. 
1170 


j 

I 
I 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACIUTY (List all 
sheets if nece^ry.) 


2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered wHh USDA, 
in dude Zip Code) 

DEL MONTE QUALITY 
212 TERMINAL WAY 
TERMINAL ISLAND, CA 90731 
(310)519-2864 


where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONSrsffes 


See Attached Listing 


REPORT OF ANI 


A 




USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Numb^of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


4. 

Dogs 

5. 

I 

Cats 

I 

6. 

Guinea Pigj 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-Humar 

10. Sheep 

11. 

I 

Pigs 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
te^s were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Numbw of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
exp^ments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such dnigs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


1 2. Other Fa 


1 3. Other Ani 



ASSURANCE STATEMENTS 


1) Professiorjaliy acceptable standards governing the care, treatment, and use of animats. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foilowmg actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each piindipal investigator has considered alternatives to pain^l procedures. 

3) This fadlit; t is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by tfie 
principal Ir vestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as ttie species and number of animals affected. 

4) The attenc ing veterinarian for this research ^cility has ai^ropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of{animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


4AL OFFICIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





DATE SIGNED 




(AUG 91) 


S FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side fcx* 
additional information. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0066 


CUSTOMER NO. 
1169 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 


I 


(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SALK INSTITUTE FOR BIOLOGICAL SlUDIES 
10010 N. TORREY PINES ROAD 
LA JOLLA, CA 92037 
(858) 453-4100 


REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONSrsffes) 


See Attached usting 


Animal Resources Department 


REPORT OF AMMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHiS FORM 7023A ) 


Animas Covered 
By T1 >e Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


1 0. Sheep 


1 1 . Pigs 


1 2. Other Farrh Animals 


13. Other Animals 


I assuranceI tatements 



Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
ccH^ducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliang drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgoy tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or banquilizing drugs would 
have adverse affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 4- 
D + E) 










45 


45 






140 


140 


36 


36 






















g 


9 










1) Professi 
and foil 


Ky acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
nvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The atteijding veterinarian for this research faa'Iity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects (n animal care and use. 


3) Thisfacil 
principal 
addition 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS 
(AUG 91) 



DATE SIGNED 





FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

NOV - 9 2006 





USDA Annual Report of Research Animal Facility 
October 1, 2005 through September 30, 2006 

j 

i 

1 

j 

The Salk Institute for Biological Studies # 93-R-0066 
10010 N. Torrey Pines Road 
La Joiia, CA 92037 

) 

! 

Summary of iACUC-Approved Exceptions 

I 

I 

i 

I 

I 

i 

1 1 . An investigator was granted Salk lACUC approval to perform multiple 
survival surgeries on non-human primates as part of the same experimental 
protocol. During this reporting period five animals were used. 

I 

2. An investigator was granted Salk lACUC approval to perform multiple 
survival surgeries on non-human primates as part of the same experimental 
protocol. During this reporting period nine animals were used. 

I 

3. An investigator was granted Salk lACUC approval to perform multiple 
survival surgeries on non-human primates as part of the same experimental 
protocol. During this reporting period two animals were used. 

I 

I 

4. An investigator was granted Salk lACUC approval to perform multiple 
survival surgeries on non-human primates as part of the same experimental 
protocol. During this reporting period six animal s were used. 

i 5. An investigator using non-human primates was granted Salk lACUC 
approval to utilize carefully monitored water control as a motivational tool. These 
animals were also chaired during experimental procedures and were removed at 
the end of the recording sessions (the average length of these sessions was six 
hours). During this period six animals were used. 

I 

I 

I 

I 

j 

1 6. An investigator using non-human primates was granted Salk lACUC 
approval to utilize carefully monitored water control as a motivational tool. These 
animals were also chaired during experimental procedures and were removed at 
the end of the recording sessions (the average length of these sessions was four 
hours). During this period ten animals were used. 

I 

I 

7. An investigator using non-human primates was granted Salk lACUC 
approval to utilize carefully monitored water control as a motivational tool. These 
animals were also chaired during experimental procedures and were removed at 
the end of the recording sessions (the average length of these sessions was four 
hours). During this period two animals were used. 

i 

8. An investigator using non-human primates was granted Salk lACUC 
approval to utilize carefully monitored water control as a motivational tool. These 
animals were also chaired during experimental procedures and were removed at 
the end of the recording sessions (the average length of these sessions was six 
hours). During this period six animals were used. 

I 
I 

! 

I 

I 
I 


lofl 


NOV - 9 2006 



This report s required by law (7 USC 2143). Failure to report according to the regulations can 
resultinanbrderto ‘ 


See reverse side for 
additional information. 


Interagency Fteport Control No 
0180-DOA-AN 


sheets if ni 


See Attached Usting 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

i 

1 

1. REGISTRATION Na CUSTOMER NO. 

93-R-0074 1167 

FORM APPROVED 

0MB NO. 0579-0036 

UAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 

i 

1 

1 

1 

lil ■ a 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
in dude Zip Code) 

BECKMAN COULTER, INC. 

200 S KRAEMER BLVD. 

BREA, CA 92821 
(714) 993-5321 


FACILITY LOCATIONSrsffe& 


REPORT OF 
A. 


IMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use APHiS FORM 7023A ) 


Anima s Covered 
By Tne Animal 
Wel^re Regulations 


4. Dogs 


5. Cats 


6. Guinea Pii 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 

1 1 . Pigs 


Number of 
animals being 
bred, 

coiditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which e)^>ef1ments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
inducted involving accompanying pain or distress 
to the animats and for which the use of apprc^ate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation o/f the teaching, research, 
exp^ments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D+E) 


12. Other Famp Animals 

Goats 


38 


203 


15 


218 


13. Other Anirhals 


ASSURANCE Sh'ATEMENTS 


1) Professio 
and Mkrt 

2) Each prir 

3) Thisfadli 
principal 
addition t 

4) Theatter 
aspects c 


tally acceptable standards governing the care, beatment, and use of animals, including appropriate use of anesbietic, analgesic, and tranquilizing drugs, prior tc , during, 
ing actual research, teaching, testing, surgery, or experimentation were followed by this research fedlity. 
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1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and follow mg actual research, teaching, testing, surgery, or experimentation were followed by this research fedlity. 
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3) This facilit f is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be spedfied and explained by tlie 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A suirvnary of all the exceptions is attached to this annual r^>ort In 
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1) Professiohally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior tc, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
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and folloUng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
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in dude Zip Code) 

SAN DIEGO MESA COLLEGE 
7250 MESA COLLEGE DRIVE 
SAN DIEGO, CA 92111 
(619) 388-2832 

REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if neceissary.) 

FACILITY LOCATIONSrsffes) 


See Attached l isting 

7 1 Co ys&BCx T'-J oo 


•5^ 


REPORT OF ANI 


lilt 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adcHtionai sheets if necessary or use APHiS FORM 7023A ) 


A 

Anin^t 
ByTh 
Welfare I 

. 

j 

3 Covered 
s Animal 
Regulations 

B. Nunf^)«’of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
puiposes. 

4. Dogs 



5. Cats 



6. Guinea Pig 

> 


7. Hamsters 



8. Rabbits 



9. Non-Humai 

1 Primates 


10. Sheep 



1 1 . Pigs 



1 2. Other Fanr 

Animals 


i/(5 f S 



13. Other Anim 

als 





/ 1 flcWv 

a 



UjjA i 



C. Number of 
animals upon 
which teaching, 
research, - 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which e)q3er1ments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which aji^xopriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of Uie teaching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures produdr}g pain or distress in these 
animals and the reasons such drugs were not used 
must be attadied to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


SCa 


ASSURANCE STATEMENTS 


1) Profi 
and foil 


3) Thisfadiil 


ally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research fadtity, 

2) Each prin4lpal investigator has considered alternatives to painful procedures. 

is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfied and expiained by ttie 
prindpal iijvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition td identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as welt as the spedes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects ofl animal care and use. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. 

UNITED STATES DEPARTMENT OF AGRICULTURE ' ' ' 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
3. additional information. 


1. REGISTRATION NO. . CUS 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


CUSTOMER NO. 


Interagency Re(X)rt Control No 
0180-DOA-AN 


FORM AF>PROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACIUTY ^Name and Address, as registored wHh USDA, 
indude Zip Code) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY additional sheets if necessary or use this form.) 



Animals Covered 
By The Animal 
/ei^re Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experim^ts, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teazling, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
disbess to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


Number ctf animals upon which teaching, 
exp«iments, research, surgery or tests were 
conducted involving accompanying pain or dstr^ 
to the animals and for which the use aqoropriate 
anesthetic, analgesic, or tranquitizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
exp^ments, surgery, or tests. (An explanation o/ 
the procedures prockrdng pain or dfsfress in these 
animals and the reasons such drugs were not used 
must be affached fo tNs report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D'i'E) 



ASSURAKE STATEMENTS 


1) P 


' 7 * 


saionaliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, duiing, 
following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

1 principal investigator has consid^ed alternatives to painful procedures . 


• facility is adhering to bie standards and regulations under the Act , and it has required that exceptions to the standards and regulations be specified and explained by the 
prirjcipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions Is attached to this annual report In 
ition to Identifying the lACUC-approved exceptions, this summary includes a brief ex^ar^tion of the exceptions , as well as the species and number of animals affected . 



I 


4) Tha attending vetennarian for this research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


5 of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

' 'certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


FICIAL 
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is required bylaw (7 CISC 2143). Faihire lo report according to the regulatiQrts can 
Older 10 cease and desist and to be subject to penalties as provided lor in Sedon 21S0. 




See reverse side for 
addMionat informaiion. 


UNITH) STATES OeVtfrriOIT OF 
ANIMAL AND PlA»fT HEALTH IKSPCCTION SERVICE 


IIEQISTRA110N NO. 
9S-R^126 


CUSTOMER NO. 
1152 


InleragerKy Report Control No 
01SOOOA<AN 


FORMAPPROVH) 
OMB NO. 05794)036 




ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


FACNJTY (list at locations where anim^ were housed or used in actual r ese ar ch 


FACtUTYLOCA 



2. NEAOQUAinERS RESEARCH FACKJIY (Marne and Addhess, as regfslered Mdh C/SDA 
indude^Code) 

THE CLAREMONT COLLEGES 
925 HOPJH MILLS STREET 
W.M. KECK SCIENCE CENTER 
CLAREMONT, CA 91711 
909)621-8298 


, tesb ng , teaching^ or exp eriin e nl a Bo n . or held lor these purposes. Attach additional 


REPORT OF 


USED BY OR UNDER CONTROL OF {^SEARCH FACILITY (Attach adURional sfteeCs ITnecessary or foe APHIS FORM 7023A ) 



Is Covered 

leAnim^ 

Regulatiorrs 


B. Numberof 
animais being 
bred. 

conrfltioned. or 
hM for use in 
teaching, testtng. 
experiments, 
re s earc h , or 
surgery but not 
yet used for such 


Numberof 
animais upon 
which teaching. 


experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
useofpaliv 
reHeving drugs. 


of ariknab upon 
which expedmertts. 
teaching, research, 
surgery, or tests were 
conducted i n v ol v ing 
aocompan^ng pain or 
distiess to tie animais 
and for which a p p r o pr iate 


tfBnc|uHiin0 dniQS iv6fc 


E. Number of animals upon which teacNng. 
experimerds, research, surgery or tests were 
c o n d u cted ifwoiving accompar^ing pain or (fetress 
to the anNrals and for which the use of appropriate 
ane5the6c.analgesic. or IranquHzing drugs wcxjid 
have adversely affeded the procedures, results, or 
interpretation of ttie teaching, research, 
eiqwtiments. surgery, or tests. (An ej^ifanadon of 
the prDcecftjres produotog pa/h or dKsttm i9 these 
animais md the nasons such dmgs wef9 not usBd 
must be attached to this nport) 


TOTAL HO- 
OF ANttMALS 

(Cols.C^ 

D^E) 


4- Dogs 


5. Cats 


6. Guinea 



4) The 



atty acoeptabte standards governing >ie care. Ireatmcr i L arid use of animais. indudbio appropriate use of arwstheOc. analgesic, and tranqufcing drugs, prior tcL during, 
ng actual research, t ea chin g, testing, surgery, or experi ro e n talion were folowed by ttiis research tadWy. 

ipal investigator has considered aitemattves to painfiii pfooedures. 

f is adhering to the standards and regulabons uTKier the Act. and it has required that exceptions to the standards arnt r^Matesns be ^)ecified and expidned by the 
ivestigator and approved by the Instiluttorial Airirnaf Care arid Use CommStee (lACUC). A summaiy or al the exceptkms Is attached to tMs annual repoiL In 
ideriM^fing ttw lACUC-approved exceptiorrs. suinnwy indudes a brief ejqplariation of ttte excepitorrs. as weK as the spedes aito riumber of animals ailected. 

irrgvelerineriantorlhtoresearchtedStyhasapproprisrteaulhoiityloensuretheprD^sionof adequate veterinary care aiKt to oversee the adequacy of dherQpT 1 
animal cate ard use. vtl/ i f 
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This report ip required by law (7 DSC 2143). Failure to report according to the regulations can 
resultjivan^er to cease and desist and to be subject to penalties as provided for in Section 21 50. 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 

1 additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0136 1149 


I 

j 

ANNUAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


interagency Peport Control No 
0160-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered v^h USDA, 
include Zip Code) 

FOOTHILL COLLEGE 
12345 EL MONTE ROAD 
LOS ALTOS HILLS, CA 94022 
(650) 949-7203 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, toting, teaching, or experimentation, or held for these purposes. Attach additional 


sheets If n 


ry.) 


FACILITY LOCATlONSfsifes 



ill 0>l 


REPORT OF 




LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Nun4}er of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upcxi 
w4iich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 

^^ffl^lUearch, 

^rgeryi^w tests were 
conduced involving 
accompanying pain or 
distress to Uie animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizlng drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
OMiducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquillzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


7. Hamsters 


8. Rabbits 



ASSURANCE STATEMENTS 




ally acceptable standards governing the cam, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquillzing drugs, prior to during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 



1) Professi 
and foliOM 

2) Each prinopal investigator has considered alternatives to painful procedures. 

3) This fadliw is adhering to the standards and regulations under U)e Act, and it has required that exertions to the standards and regulations be spedfied and explained by the 
prindpai investigator and approved by the Institutional Animal Care and Use Corrvnlttee (lACUC). A summary of all the exceptions Is attached to this annual report. Ir 
addition t<j identifyir^ the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The atten ling veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate vet^nary care and to oversee the adequacy of other 
aspects 0 animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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result in an < 


required by law (7 USC 21 43). Failure to report according to the regulations can See reverse side for 

der to (»ase and desist and to be subject to penalties as provided for in Section 21 50. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 11. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0145 1159 


Interagency Report Control No 
01 80-DOA>AN 


FORM APPROVED 
OMB NO. 0579-0036 


6 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Nanw and Addnss, as registand with USDA, 
in dude Zip Code) 

NAMSA (N. AMERICAN SCIENCE) 

9 MORGAN 
IRVINE. CA 92618 
(949)951-3110 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if nece^ry.) 


FACILITY LOCATIONS 


See Attached liisting ^ 

/JAM6A 0^^-^ fitnecican Scxtncc Associates') 







REPORT OF AN 


A 


i 




USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Aitach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 




6. Guinea Pig 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



1 0. Sheep 


1 1 . Pigs 



1 2. Other Fai Animals 



B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which ^periments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^the teaching, research, 
exp^ments, surgery, or tests. (An explanation of 
the procedures produdng pa^ or didress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

0 

o 

O 

o 

o 

O 

0 

O 

o 

0 



O 

o 


O 

O 

o 

o 

o 



3H\ 

o 

5977 

O 

o 

o 

o 

0 

O 

o 

o 

o 

O 

O 

o 

o 

o 

o 

o 

o 

o 

o 

€> 



1 3. Other Animals 


Is 

O 

O 

O 

O 

o 



ASSURANCE SIRATEMENTS 


1) ProfessionjaHy acceptable standards governing the care, treatment, and use of animals, including approbate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and foliowng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


i" 


3) This fadiity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
prlndpai iiwestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, tills summary indudes a brief e)q}lanation of tiie exceptions, as well as tiie spedes and number of animals affected. 

4) The attenclng veterinarian for this researdi fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects ofUnimal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

ficer or Legally Responsible Institutional official) 

re is true, correct, and complete (7 U.S.C. Section 21 43) 


DATE SIGNED 
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This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
resuit in an tyder to caa^ and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Controt No 
0180-DOA-AN 




l|3» 


iRTMENT OF AGRICULTURE 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

! (TYPE OR PRINT) 


3. REPORTINO FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necqssary.) 


1. REGISTRATION NO. 
g3-R^148 

CUSTOMER NO. 
1158 

FORM APPROVED 

0MB NO. 0579-0036 

. 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as ragistersd with USDA, 

hduda Zip Coda) 

CRITICAL CARE RESEARCH, INC. 

iCc., 

10743 CIVIC CENTER DRIVE 

RANCHO CUCAMONGA. CA 01730 

(909) 987-3883 



FACILITY LOCATtONS^sffes 


See Attached Listing 


L. OQR Tl OKJ s 


REFORTOF 


A. 


USED BY cm UNDER CONTROL OF MSEARCH FAaLITY ^Affach addlHionA/ sheafs necessary or use APH/S FORM 7023A ; 


Anin^ Covered 
By Tile Animal 
Weitare RefMsiions 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
r e s e ar c h , or 
surgery but not 
yet used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relteving drugs. 


4. Dogs 


5. Cats 


6. Guinea P 


7. Hamsters 


8. Rabbits 


V 



O 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and fbr which the use of appropriate 
anesthettc,anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
axperimants, surgery, or tests. (An explanation of 
the prooaduras producing pain or distress In these 
animals and the masons such drugs were not used 
must be affaohed to tNs report) 


c 

) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D*E) 



ASSURANCE 


1 ) 


ATEMENTS 


kI> 


and 

2) Eachprii 

3) ThisfedI 
principal 



i 

I 


iMy acceptable starxtards governing the care, treatment, and use of animais, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during. 
ig actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

pal investigator has considered alternatives to painful procedures. 




4) TheatU 
aspects 




r Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
vestigator and ^proved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptkme le attached to this antwal report I n 
identifyirig the lACUC-approved exceptions, this summary indudes a brief explanation of the excepttons, as well as the species and nurT4)er of animals affected. 

Ing veterinarian for this research fadllty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other n rp 
animai care and use. UCL/ 
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NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 
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This rep^ is required by law (7 USC 2143). Failure to report according to the regulations can 


result in an order to 



See reverse side for 
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Interagency Report Control No 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 




•I 


UAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0151 1156 

FORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY ^/Vame and Address, as registered with l/SDA, | 

1 in dude Tip Code) 


\ Zoological Society of San Diego I 

P.O. Box 120551 


1 San Diego, CA 92112 

▲ m A* A ABAAa* 

(760) 291-5477 

A ^ ^ m M m 1 


FACILITY (List all locatione where animals were housed or used in actual research , testing, teaching, or experimentation, or held for foese purposes. Attach additional 


FACiUTY LOCA 




See Attaci I Listing 



REPORT OF 


A. 


L8 USED BY OR UNDER CONTROL OF RESEARCH FACIUTYrAttach addittona/ sheets if necessary or use APHIS FORM 702SA ) 


Animals Covered 
By The Animal 
Werare Regulations 



5. Cats 


6. Guinea 


7. Hams 


8. Rabbits 




9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


1 3. Other Afoimals 


Giant Panda 


Cheetah 



STATEMENTS 


S Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were ! 

conducted 
invdving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

3 

7 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number ofanimals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
foe procedures producing paan or distress in foese 
animals and die reasons such drugs were not used 
must be affached to fo/s report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D^E) 



15 





11 





and fi 
2) Each 


ly acceptable standards govemfog the care, treatment, and use ofanimals, Induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ng actual research, teaching, tasting, surgery, or experimentation were followed by this research fadlity. 

ndpai investigator has considered alternatives to painful procedures . 




3) This ndlity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfied and explained by the 
prindKl investigator and a(^xx>ved by the Institutional Animal Care and Use Committae (lACUC). A summary of all the exceptions Is attached to this annual report In 
' "" "^n to identif^'ng the lACUC-approved exceptions, this summary indudes a brief exf^nation of the exceptions, as well as the spedes and number of animals affected. 







4) The attending veterinarian for this research fadlity has aiforopriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
s of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

1 certi^ that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


;IAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DEC - 


2006 


DATE 








APH 

( Auu UjTI } 


!3 (Oct 88). Which Is obsolsts 
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This Ireport is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

resuB in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE MTREGISTRATION NO. CUSTOMER NO, 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE no-omn iicz: 


93-R-0151 


1156 


Interagency Report Control No 
0180-DOA'AN 


FORM APPROVED 
0MB NO. 0579-0036 


CO 


TINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY f/Vame and Address, as registered with USDA. 
include Zip Code) 

Zoological Society of San Diego 
P.O. Box 120551 

San Diego, CA 92112 (760)291-5477 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTYfAff^ch edditional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
elfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 

conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


Number of animals upon which teaching , 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, ortranquillzing drugs would 
have adversely affected the procedures , results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


Sun Bear 


I 


Elephant (Afriqan) 


Nile Lechwe 



NON REGULATED 


Igu 






pcan 

4 

Id Ca37man 

4 

in 

3 

tada 

6 



San Clemente Shrike 


Nen 




la 


ohi 


Haw 




* Akohekohe 





ASSURAfk:E STATEMENTS 


1) Projessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

t\ principal investigator has considered alternatives to painful procedures. 

facility is adhering to the standards and regulations under the Act , and it has required that exceptions to the standards and regulations be specified and explained by the 
:ipai investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
tion to identifying the I ACUC-approved exceptions, this summary includes a brief explanalion of the exceptions , as well as the species and number of animals affected . 


attending veterinarian for this research facility has approptfiate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
H:ts of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


IGIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DEC 


2006 



DATE SIGNED 

ll-3d-o(p 



1 8*23 (Oct 88), which is obsolete 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resi It in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 


CUSTOMER NO. 


93-R-0151 1156 

2. HEADQUARTERS RESEARCH FACILITY fA/ame and Address, as registei^d with USDA, 
indude Zip Code) 

Zoological Society of San Diego 

P.O. Box 120551 

San Diego, CA 92112 (760) 291-5477 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. C'679-0036 


continuation sheet for annual report 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


r 


REPORT lOF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f^A/fac/j additional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
i/elfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Birds (cont’d) 


la 


Hawiii Akepa 


. ’ Elepai 


Haw 


52 


11 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which (he use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation t>f 
the procedures producing pain or distress in these 
animals and the reasons such dnjgs were not used 
must be attached to fh/s report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


ASSURAhjCE STATEMENTS 

1 ) Prol Bssionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

1 principal investigator has considered alternatives to painful procedures . 

i facility is adhering to the standards and regulations under the Act , and it has required that exceptions to the standards and regulations be spectfied and explained by the 
Ipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report In 
ion to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this researdi fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other DEC 
aspr lets of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) I DAI 




2006 


DATE SIGNED 




APH 


r •/ 


M), which is obsolete 


PART 1 - HEADQUARTERS 






This report i 
result in an < 


ANN 


REPORTING 

sheets if nec€ 




required by law (7 USC 2143). Failure to repeat according to the regulatioris can 
der to cease and desist and to be subiect to Densities as nravlded for in Section 


See reverse side for 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


FACILITY 


(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0153 1154 

FORM APPROVED I 

0MB NO. 0579-0036 I 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered vdth USDA, I 

1 in dude Zip Code) 


GIBBON CONSERVATION CENTER 

P. 0. BOX 800249 


1 SANTACLARITA,CA 91380 1 

1 (661)296-2737 





FACILITY LOCATIONSrsMs 


See Attached Qisting 


REPORT OF AN 


A. 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Wel^re Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. fAn explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pi 


7. Hamsters 


8. Rabbits 


9. Non-Hum 


10. Sheep 



1 1 . Pigs 


ASSURANCE 


1) Professiohaily acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior tc, during, 
and followng actual research, teaching, testing, surgery, or experimentation were followed by this research focllity. 

2) Each prinppal investigator has considered alternatives to painful procedures. 


3) Thisfadli 
prindpal I 
addition t 

4) Theatten 
aspects 


y is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfled and explained by the 
ivestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summafy of all the exceptions Is attached to this annual report. In 
) identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the ex^ptlons. as wdl as the spedes and number of animals affected. 

jing veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
f animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaiiy Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


lAL OFFICIAL 



APHIS FORI 
(AUG 91) 




7023 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


DATE SIGNED 

’2>ioor 

'LOO^ 


PART 1 • HEADQUARTERS 



NOV 6 2006 


















This report i 
result h an < 


!i 


required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

de- to (»ase and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1 . REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0158 7854 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579^036 


•I 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ANTIBODIES, INC. 

P. O. BOX 1560 
DAVIS, CA 95617 
(530) 758-4400 


3. REPORTING FACILITY (List all locations where animats were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If nece^ry.) 


FACILITY LOCATlONSrsffes 


See Attached Listing 



REPORT OF ANI 


A 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHiS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. 

i 

Dogs j 

5. 

Cats 

6. 

Guinea Pig - 

7. 

Hamsters 

8. 

Rabbits 

9. 

Non-Humaf 

10. Sheep 

11 

r 

1 

1 

Pigs 1 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or teste were 
conduded involving 
acconpanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or teste were 
conducted involving acompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic. or tranquilizing drugs would 
have adversely affected the ^Kocedures, results, or 
interpretation d the teaching, research, 
experiments, ^rgery, or teste. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D-^E) 


1 2. Other Fa 




13. Other Ani 




ASSURANCE STATEMENTS 


1) Professi 
and folic 


W 


ally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research tedlity. 


2) Each prin( ipal investigator has considered alternatives to painful procedures. 

3) This facilit f is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal it ivestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annuai report. In 
addition tc identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The atteniing veterinarian for tttis research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of othM|^y ^ A 

aspects M animal care and use. ivvT C w 



emiuATiioc nc r c n r^p imirtitiitioiuai nrciriAi 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 





DATE SIGNED 


ll/z^/oC, 
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This report s required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AM 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0159 1147 

FORM APPROVED 

0MB NO. 0579-0036 

UAL REPORT OF RESEARCH FACILITY 

CTYPE OR PRINT) 

1 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

ORTHOPAEDIC HOSPITAL 

2400 SOUTH FLOWER STREET 

LOS ANGELES. CA 90007 
(213) 742-1000 


sheets if necessary.) 


See Attached Usting 


FACILITY LOCATIONSfsffes; 




A rvl 


REPORT OF 
A. 


IMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animas Covered 
By Tile Aninrsal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditkmed, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoMng no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
Suiyisiyt or wcrc 
conducted involving 
acosmpanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or disb'ess 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^the teaching, research, 
experiments, surgery, or tests. (An explanadon of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D^E) 


4. Dogs 


5. Cats 


6, Guinea Pias 


7. Hamsters 


8. Rabbits 


X 


9. Non-Human Primates 


1 0. Sheep 


1 1 . Pigs 


12. Other Farrh Animals 


1 3. Other Anirhais 


ASSURANCE SjTATEMENTS 

1) Professiohally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prin::ipal Investigator has considered alternatives to painful procedures. 

3) This facili y is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be spedfied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attenping veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects qf animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional offlcial) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE ( )F C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF^.E.O. OR INSTITUTIONAL OFFICIAL fTvoe or Print) | DAI 


DATE SIGNED 

toi I 


(AUG 91) 


18-23 (Oct 88). which is obsolete 


PARTI - HEADQUARTERS 


6 ^ 


OCT 1 9 2006 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

UNITED STATES DEPARTMfeNT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


annuIal report of research facility 


See reverse side for 
additional information. 


Interagency Rc^port Control No 
01 80-DOA-AN 


1 1. REGISTRATION NO. 

CUSTOMER NO. I 

1 93-R-0163 

1146 1 


(TYPE 


FORM APPROVED 
0MB NO. 0579-0036 


in dude Zip Code) 


HUBBS-SEA WORLD RESEARCH INSTITUTE 
2595 INGRAHAM STREET 
SAN DIEGO, CA 92109 
(619)226-3870 



REPORTING RACiLiTY (List all locauons where animals were housed or used In actual research, testing, teaching, «* experimentation, or held for these purposes 
sheets if nece^ry.) 

FACILITY LOCATIONSfsffesJ 


See Attached L sting 

Southi^rn California Bight 


SeaWorld San Diego 


San Diego Zoo 


REPORT OF ANII 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHiS FORM 7023A ) 


A. 

Animak 
ByTh 
Welfere f 

i Covered 
e Animal 
tegulations 

1 

1 

1 

1 

1 

1 

i 

1 

1 

1 

B. Number of 
anlnrals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

4. Dogs 



5. Cats 

1 

i 


6. Guinea Pig 



7. Hamsters 



8. Rabbits 



9. Non-Huma 

^ Primates 


10. Sheep 



1 1 . Pigs 1 



1 2. Other Fam 

Animals 





1 3. Other Anirq 

als 


Harbor s 

eals 


N. elep4ant seal 

3 

N. fur ^ 

eals 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
inwtving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 


I ASSURANCE STATEMENTS 


2000 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizlng drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizlng drugs would 
have adversely affected the procedures, results, or 
Interpretation ^ foe teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animats and the reasons sudi drugs were not used 
must be attached fo this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


2005 


1) Profi 
and folli 


iHy acceptable standards governing foe care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizlng drugs, prior to. during. 
Ing actual resear^, teaching, testing, surgery, or experimentation were followed by this research fecility. 


2) Each prinppal investigator has considered alternatives to painfol procedures. 


3) Thisfacil 
principal 


is adhering to the standards and regulations under foe Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
ivestigator and approved by foe Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition tb identifying the lACUC-approved exceptions, fois summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The atterjding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects qf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



AKHIS hUKM /UZJ 

(AUG 91) 


(Replaces VS FORM 18*23 (Oct 88). which Is obsolete 


PART 1 - HEADQUARTERS 


NOV 2 8 2006 
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Thislreport is required by law (7 USC 2143). Failure to report according to the regulations can 
resiJt in an order to cease and desist and to be subject to penalties as provided for in Section 21 50 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0163 


CUSTOMER NO. 


1146 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
OM8 NO. 0679-0036 


I 

COljlTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACIUTYfName and Addnass, as registered with USDA. 
in dude Zip Code) 

Hubbs-SeaWorld Research Institute 
2595 Ingraham Street 
San Diego, CA 92109 


REPORT bp ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY fAffach adtMional sheets necessary or use f/i/s fiorm.) 



Animals Covered 
By The Animal 
/elf^re Regulations 


Number of 
animals being 
bred, 

condititxied, or 
h^d for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number 
animals upon 
v^ich teaching 
research, 
experiments, o 
tests were 
conckjcted 
involving no 
pain, ^stress, ( 
use of pain- 
relievirvg drugs. 


Number of animals upon 
wNch experiments, 
teaching, research, 
surgery, or tests were 
coixiucted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analg^ic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
centred involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthedc, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures , results, or 
interpretation of the teaching, research, 
exp^ments, surgery, or tests. (An expianatkjn of 
the procedures prorkidng pain or dfsfress in these 
animals and the reasons such drugs were not used 
must be attached to fhiis report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D*E) 


lupe fur 


Killer whales 



ASSURAIKE STATEMENTS 


1) P 



ssionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
foliowing actual research, teaching, testing, surgery, or exper1m«ilation were fbitowed by ttiis research ^lity. 

h principal investigator has (xmsidered alternatives to painfui procedures . 

facility is adhering to the standards and regulations under the Act , and it has required that exceptions to the standards and regulations be specified and explained by the 
:1pal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all die exceptions is attached to ttils annual r^Ksrt In 
tion to identifying the lACUC-approved exceptions, this sunmnary indudes a brief explanation of the exceptions , as well as the species and number of animals affected . 

attending veterinarian for this research fadiity has appropriate authority to ensure ttie provision of adequate veterinary care and to oversee the adequacy of other 
»cts of animat care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official 

that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OmC\AL (Type or Print) 



Mrnio rvr^ivi 


(AUG 91) 


(Replaces VS FORM 18>23 (Oct 88). which is obsolete 


PART 1 - HEADQUARTERS 


^OV 


I 
















This report isj required by law (7 USC 2143). Failure to report according to the regulations can 
result in an ofder to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
i ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


annuIal report of research facility 


REPORTING 

sheets if necc 


(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0165 1144 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered vdth USDA, 

1 Include Zip Code) 


THE BURNHAM INSTITUTE 

10901 NORTH TORREY PINES ROAD 

LA JOLLA, CA 92037 


(858)646-3100 



ILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
ry.) 


FACILITY LOCAVOHSfsites 







REPORT OF AN! 



OR UNDER CONTROL OF R^EARCH FACIUTY (Attach addmnal shaats if necessary or use APHIS FORM 7023A ) 



4. Dogs 


5. Cats 


6. Guinea Pig 


7. Hamsters 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teadfing, 
research, 
experintents. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

(9 



Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. 


Number of animais upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
foe procedures producing pain or distress in foese 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cole. C * 
D4>E) 



[? 



i 

8. Rabbits 

I 

1 

! 

i ; 

1 

i 

! 

1 

• 

j 9. Non-Humaf| Primates 

' 1 

10. Sheep | 



1 1 . Pigs 



ASSURANCE STATEMENTS 


1) Professi 
and folic 


I 

I 


lly acc^table standards governing the care, treatment, and use of animais. including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
ng actual researdi, teaching, testing, surgery, or experimentation were follov^ by this research facility. 



2) Each prinffipal investigator has considered alternatives to painful procedures. 

3) This fadtitv is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal ii ivesttgator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition U identifying the lACUC-approved exceptions, this summary indudes a brief exj^nation of the exceptions, as well as the spedes and number of animals affected. 

4) The atteni ling veten'narian for fois research fodlity has appropriate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


ION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
;utive Officer or Legally Responsible Institutional official) 

at the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





DATE SIGNED 



ct 88), which Is obsolete 


PARTI - HEADQUARTERS 


NOV 1 3 2006 



















I 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in arv order to cease and desist and to be subject to penalties as provided ^ in Section 2150. 


See reverse side for 
additional information. 






ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


j> 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


1. REGISTRATION NO. 
93-R-0183 


STOMER NO. 
1138 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Adc^ess, as registered with USDA, 
indude Zjo Code) 

GENENTECH, INC. 

1 DNAWAY 

SAN FRANCISCO. CA 94080 


3. REPORTfNG FACILITY (List ail locatiorw where animats were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necpssary.) 


FACILITY LOCATIONSfalfos 


GENENTECH, INC. 

SO.SAN FRANCISCO, CA 94080 


REPORT OF 


A. 



USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets necess^y or use APHIS FORM 7023A ) 


Anim< 

Byl 

Weifan 


|ls Covered 
he Animal 
I Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaming, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relievi 




D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tianquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, researtii, surgery or tests were 
co^ucted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analge8ic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
anknais and the reasons such &ugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ’i' 

D + E) 


5. 

1 

1 

Cats 

6. 

Guinea Pi 

7. 

1 

1 

Hamsters 

1 

8. 

Rabbits 


9. Non-Hu 


10. Sheep 



1 1 . Pigs 



1) Profossiwaity acceptable standards govemir^ the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foilomng actual research, teaching, testing, surgery, or experimentation were foltowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This fad Ity Is adhering to the standards and regulations under the Act, and it has required that exertions to the standards and regulations be spedfied and explained b)' the 
prindpal investigator and approved by the Institutional Animal Care and Use Committee (lAQUC). A summary of all ttie exceptions is attached to this annual report. In 
addition o identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affocted. 

4 ) The attending veterinarian for this research fodlity has appropriate auttiority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects m animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(ChiBf Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


F C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



SIGNATURE 


APHIS FOR 
(AUG 91 


II 




(Replacee VS FORM 18-23 (Oct 88). which is obsolete 


DATE SIGNED 

11/29/2006 


PART 1 - HEADQUARTERS 





















This repom is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional infbnnation. 


Interagency Report Control No 
01 8(HX)A<AN 


UN 




F AGRICULTURE 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


N 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0189 1143 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

\ indude Code) 


1 PACIFIC BIOLABS 


551 LINUS PAULING DRIVE 

1 HERCULES. CA 94547 



3. REPORTING FACILITY (List ail locatiorts where animats were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If 


FACILITY LOCATIONSraAes 


ACIFIC BIOLABS 
HERCULES, CA 94547 


REPORT OF 


A 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Anirrels Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea P gs 


7. Hamste 


8. Ra 


9. Non-Hu 


B. Nurnberof 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving dru 


fAirroer of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs ware 
used. 


mber of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress- 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not usee' 
must be attached to this report) 


TOTAL NO. 
OF ANiMALS 

(Cols. C * 
D + E) 



1) Professitaally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and trenquilii^ng drugs, prior to, during, 
and fbUcUing actual research, teaching, testing, surgmy, or ejqterimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This faci ity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained b)' the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all ttm exc^lons Is attached to this annual report. In 
addition o identifying the lACUOapproved eixeeptiorte, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

■m 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy of other 
aspects ^ animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

• • I . ^ • 

(Chief Executive Officer or LegaHy Resp^nelble institutional officiai) 

I I certify that the above Is true, correct and complete (7 U.S.C. Section 2143 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


12/06/2006 


APHIS FORI 
(AUG 91) 


7023 



(Replacea VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEAE)QUARTERS 















This report i^required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as pro>^ded tor h Section 2150 

UNITED STATES DEPARTMENT OF AGRICULTURE | 1 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional intormation. 

REGISTRATION NO. CUSTOMER NO, 

93-R-0193 1142 


Interagency Rciport Control No 
0180- DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
in dude Zip Code) 

YOUNG VETERINARY RESEARCH 
7243 EAST AVENUE 
TURLOCK, CA 95380 
(209) 632-1919 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach addilionai 
sheets If necessary.) 


FACILITY LOCATIONSfsrfes) 



REPORT OF ANiyALS USED BY OR UNDER CONTRO L OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

C. Number of 


A. 


Animali 


Covered 


By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduded involving 
accompanying pain or 
distress to the animals 
and for which apprcH^^lal^ 
anestoetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D+E) 


4. Dogs 


3o7 



Sen 

5. Cats 

I 

1 



19-^ 

6. Guinea Pigs 

1 





7. Hamsters 






8. Rabbits 






9. Non-Humar 

■ ■ 

Primates 





10. Sheep 






1 1 . Pigs 






1 2. Other Farm 

Animals 











13. Other Animj 

ils 

^ 7 



HI 
















1 





A SSURANCE STfVTEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This tocility^ is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to dentifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) 


The attendtog veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of ^nimal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS hORM 17023 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HE ADQUARTERS 


NOV 1 3 2006 



J 




This report is required by iaw (7 DSC 2143). Failure to report according to the regulations can 
result an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

A 


See reverse side for 
additional information. 


Interagency Repo1 Control No 
0180-DOAAN 


INI 




OF AGRICUL 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. CUSTOMER NO. 

q3-R-0200 lisq 


FORM APPROVED 
OMB NO. 0579-0036 


Ar 

In UAL REPORT OF RESEARCH FACILITY 

1 (TYPE OR PRINT) 

1 

1 

2. HEADQUARTERS RESEARCH FACIUTY fName and Address, as registered vuith USDA, 

Vvlm^Ys 1 CA 

1 3. REPOF 
1 sheets 

[TING FACILITY (Ust alt locations where animals were housed or used in actual research, tasting, teaching, or experimentation, or hek) for these purposes. Attach addltiortal | 

f necessary. ) | 


FACiUTY LOCATIONSfsffesj 

See Attat 

hed Listing 

phones! SQD-'YQS 

i 

1 

1 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY f/Wacfr aOditionai stmts tf neoessaiy or use APHIS FORM 7023A ) 


^imals Covered 
j By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


Nurr^er of 
animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet uMd for such 
purposes. 


6. Guinea Pigs 


7. Hamsters 


8. Rabdlts 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


ASSUI 


IE STATEMENTS 


C. Number of 
animals upon 
which teaming, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
wNch experiments, 
teaching, research, 
surgery, or tests were 
conduced invdving 
accompanying pain or 
distress to the animals 
and for v^i^ appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for the use of appropriate 

anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
exp^ments, surgery, or tests. (An expfanetion of 
the procedures ptodudng pain or distress in these 
animals and the reasons such drugs were not used 
rnjst be attached to tNs report) 

F. 1 

TOTAL NO. 1 
OF ANIMALS I 

(Cols. C ♦ 1 

D>E) 1 


\3 










H 

H 

S 




H 












T3 J 












1 




1 




1 




1 






1) Prifessionaliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
anti following actual research, teaching, testing, surgery, or experimentation were fdlowed by this research facility. 

2) principal investigator has considered alternatives to painful procedures. 

3) Th s facility is adhering to the standards and regulations under the Act , and it has required that exceptions to the standards and regulations be specified and explained by th€^ 
pri )cipal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
ad lition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals Reeled . 

4) The attending veterinarian for this research facility has appropriate authority to ensure the proviaon of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional officiaO 

I certify that the above is true, correct, and complete 



EADQUARTERS 



2 2 



j 






BioSurg, Inc. 

27956 
State Highway 128 
Winters, CA 95694 

530. 795.2356 
Fax: 530.795.3656 

biosurg@thegrid.net 


Summary of Exemptions from Social Interaction or Environmental Requirements 

Oct 1, 2005-Sept 30, 2006 


1) Sheep on Left Ventricular Assist Device study. Sheep will be cross tied with a 
halter for the duration of the study (7 days-16 days). Justification was that the 
electrical connections to the device could not be chewed on by the study animal or 
by other animals or sudden death would occur. The sheep was provided with 
analgesics and could lie down, stand up and walk 4 steps forward, backward and 
sideways. The lACUC approved for 30 days at a time with the provision that no 
adverse events occurred. The sheep were provided with a “sitter” technician 24 
hours a day for 7 days. The Exemption for each sheep was signed by lACUC 
members on 1 1/14/05 for sheep# 5199, 12/12/05 for Sheep#5204, 1/09/06 for 
sheep#5206, 2/06/06 for sheep#5208, 2/13/06 for sheep #6010, 2/27/06 for sheep 
#5203, and on 4/03/06 for sheep # 6025. Each exemption had a re evaluation 
date, but none were necessary due to termination of the individual animal study 
prior to the 30 days. 

2) Dogs that were implanted with subcutaneous pacemakers with leads placed on the 
ventricular walls required that the dog be kept quiet and not be housed with 
another dog or play with another dog (as is our usual policy on exercise and 
housing of dogs). The dogs were being paced into heart failure and that also 
requires that the dog remain relatively quiet with out excessive exercise in order 
to avoid development of the clinical signs of cough, dyspnea, and Ascites. The 
dogs were housed individually in runs measuring 4’X 6’and had 3-4 times daily 
quiet interaction with the animal care staff consisting of petting ,grooming, slow 
walking and daily physical examinations. The lACUC approved for 30 days with 
review at that time if the time needed to be extended. lACUC met and reviewed 
on 4/14/06, 5/03/06, 5/1 1/06, 5/16/06, 6/21/06, and 6/30/06. Actual observations 
by the members, other than the chairman and the veterinarian who observed the 
dogs daily, occurred on 6/2 1 /06. 



Consultation • Biomedical Product Evaluation • Research & Development 


OCT ? 3 




This report s required by taw (7 USC 2143). Failure to report according to the regulations can 
result In an srder to cease and d^st and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0219 


CUSTOMER NO. 

1135 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
fndude Zip Code) ^ 

4560 HORTON STREET 
EMERYVILLE, CA 94608 
(510)655-8730 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsires 


See Attached Usting 


REPORT OF AMMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A 

Anima 

ByTi 

Welfare 

. 

|s Covered 
le Animal 
Regulations 

4. Dogs 



5. Cats 


6. Guinea Pigs 


Hamsters 


Rabbits 


9. Non-Human Primates 


1 0. Sheep 


1 1 . Pigs 


1 2. Other Fai i Animals 



13. Other Animals 


ASSURANCE STATEMENTS 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
whl^ teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animais 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analge5lc, or tranquiiizing drugs would 
have adve^y affected the procedures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 't' 

D + E) 








1) Professienally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during, 
and following actual research, teaching, testing, ^rgery, or experimentation were followed by this research fecility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This fadity is adhering to the standards and regulations under the Act, and it has required that exceptions to Uie standards and regulations be specified and explained by the 
prindpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A suiranary of all the exceptions Is attached to this annual report. In 
addition jo identifying the IACUC-appro>^ exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attelding veterinarian for this research fedlity has appropriate authority to ensure the provisicm of adequate veterinary care and to oversee the adequacy of other Qy 3 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


3 0 ^^006 





SIGNED 






APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 























This report ip required by law (7 USC 2143). Failure to report according to the regulations can 
result in an jxtJer to cease and desist and to be subject to penalties as provided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
1 additional information. 


1. REGISTRATION^ CUSTOMER NO. 

93-R-0221 1137 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNl^AL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered USDA, 

include Zip Code) 

DNAX RESEARCH, INC. 

901 CALIFORNIA AVE. 

PALO ALTO. CA 94304 
(650) 496>6400 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, ex’ held for these purposes. Attach additional 
sheets if necejssary.) 


FACILITY LOCATiONS(s/f05 


See Attached Listing iv i * 

*^01 rar.*foYbV PvfKHi?, nal*» 




REPORT OF 


A 


22 ;^ 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animalk Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, ansrigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exf^anation of 
the procedures producing pain or distress in these 
animals and the reasons sudi drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


4. Dogs 


5. Cats 




7. Hamsters 


8. Rabbits 



9. Non-Human Primates 


10. Sheep 



1 1 . Pigs 


12. Other Fami Animals 



1 3, Other Aninials 




ASSURANCE STATEMENTS 


1) ProfessiOitaHy accef^ble standards go\«ming the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, fxlor to, during, 
and foUowlng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prim ipal investigator has considered alternatives to painhil procedures. 

3) This facilit f is adhering to the standards and regulations under the Act, and it has requited that exceptions to the standards and regulations be specified and explained by tire 
principal iitvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report In 
addition tc identifying the lACUC-appmved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects oi| animal care and use. 

^ CERTIFICATION BY HEAE>QUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


nil 


26 



ICIAL 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL rTwrm nr Print) 


8-23 (Oct 88), wh 



DATE SIGNED I 

EADQUARTERS 




V 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1 . REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0232 1 1 32 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SAN JOAQUIN VALLEY COLLEGE 
8400 W. MINERAL KING AVE 
VISALIA, CA 93291 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


SAN JOAQUIN VALLEY COLLEGE 
FRESNO, CA 93710 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


12/12/2006 



APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



























Thts report is required by law (7 USC 2143). Failure to report acxx>rdlng to the regulations can 


See reverse side for 
additional information. 


Interagency Report Control No 

0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO, 

93-R-0244 1130 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name andA(Jdress, as registered with U$DA, 
in dude Zip Code) 

HARTNELL COLLEGE 

156 HOMESTEAD AVENUE 

SALINAS, CA 93901 
(831)755-6855 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSrsffes) 


See Attached Listing 
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[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets necessary or use APHiS FORM 7023A ) | 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes, 

C. Number of 
animals upofi 
which iteliShingr ' 
researOTr“"— ^ ^ 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, ar^algesic, or 
tranquilizing drugs were 
used. 

E, Numbw of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 1 

TOTAL NO . 1 

OF ANIMALS 1 

(Cols. C i- 1 
D4E) 1 

4. Dogs 

. .►! 

• ^ 

/ / 


o 


^ 1 

5. Cats 



o 



6. Guinea Pigs 


dL 

o 


1 1 

7. Hamsters 

/ i 

Y '/ 

o 

71 

(1/ 

o 

8. Rabbits 


iJ 

. 

o 



9. Non -Hu man Primates 

r\ 

O' 
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G 1 

10. Sheep 
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1 1 . Pigs 
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y ^ * * 
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o 1 

12. Other Farm Animals 
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1 3. Other Animals 
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1 

1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of ar>esthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (LACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attend irrg veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



DATE SIGNED 

/ / 

J.JL j/ /ij{^ 


I - HEADQUARTERS 


(AUG 91) 


This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0247 1129 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

TANABE RESEARCH LABORATORIES, U.S.A.. INC. 

4540 TOWNE CENTRE COURT 

SAN DIEGO, CA 92121 
(858) 622-7000 

3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS rs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used . 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

r\ 

o 

c 

O 

0 

5. Cats 

0 

o 

0 

O 

O 

6. Guinea Pigs 

o 


/"'I 

C'y 

w 

o 

7. Hamsters 

0 


G 

0 


8. Rabbits 

O 

o 


D 

D 

9. Non-Human Primates 

O 

D 

0 

0 

0 

10. Sheep 

D 

0 

0 

0 

5 

11. Pigs 

O' 

0 

0 

u 

0 

12. Other Farm Animals 

D 

0 

0 

U 

0 
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13. Other Animals 
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I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



(AUG 91) 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

the above is true, correct, and complete (7 U.S.C. Section 2143) 


MAMC fL TITI P np r P O AP IMQTITI ITI AM A I APPIAIAI /Tvno r>r Orint) 



DATE SIGNED 


y- 



f ¥1 



>ct 88), which is obsolete 


PART 1 - HEADQUARTERS 





This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO, 

93-R-0252 1 1 27 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

DADE BEHRING, INC. 

20400 MARIANI AVE. 

CUPERTINO, CA 95014 
(408) 366-3845 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fesJ 


See Attached Listing 


DA De B£H fZ i N A" A/u iMRL FAc i Li T^i 


0Af fciLiA '6f). 

HOLLi ST-g ji Cf\ ?-> 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. B. Number of 

animals being 

Animals Covered bred, 

By The Animal '' — 

Welfare Regulations 


B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


bred. 

which leaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted involving 

anesthetic,analgesic, or tranquilizing drugs would 


teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D+ E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


purposes* 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


(jCAri> 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


ClAL OFFICIAL (Type or Print) 


DATE SIGNED 

I ! -ao -Dt, 



AKMi;5 f-UKivi f\)z:s 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), v 


RS 





















This report is required by law {7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control Nc 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. OISO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0260 1125 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

JOSMAN, L L C 

P. O. BOX 3752 

NAPA. CA 94558 
(707) 226-2115 

3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSrs/fes) 


See Attached Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

9 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
exDehments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 1 

TOTAL NO 1 

OF ANIMALS ^ 

S 

f. 

(Cols, c ! 

D + E) I 

4. Dogs 

0 

0 

0 
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5. Cats 

0 

0 

0 . .. 

. .0 __ 

_.. a J 

6. Guinea Pigs 

_ 4 __ _ 
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8. Rabbits 
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898 

9. Non-Human Primates 
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.. 0 ... 

0 1 

10. Sheep 
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12. Other Farm Animals 
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13. Other Animals 
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ASSURANCE STATEMENTS j 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This'facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use, 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

93-R-0263 1121 


Interagency Report Control No 
0180-DOA^N 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SCANTIBODIES LABORATORIES, INC. 

9336 ABRAHAM WAY 
SANTEE, CA 92071-2862 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes} 


SCANTIBODIES LABORATORIES, INC. 
RAMONA, CA 92065 


SCANTIBODIES LABORATORIES, INC. 
RAMONA, CA 92065 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or disb'ess in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquitizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 
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1 REGISTRATION NO . 

93-R-0265 
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ANNUAL REPORT OF RESEARCH 

(TYPE OR PRINT) 


FACILITY 


2. HEADQUARTERS RESEARCH FAClLiTY (Name and Address, as registered with USDA 
inctLide Code) a • 

Diagnostic Products Corporation 
5210 Pacific Concourse Drive 


/ / I \->/i \ r f \n ^ f ; m 

I Los Angeles, CA 90045 

I (310) 645-8200 
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See Attached Listing 


PCPORT OF .\NiMALS UFEE OR UNDER CONTROL OF RESEARCH FAC’L-TT I'Arfricn artdrfinnih cheets if npcf-v-:irv nrtjso APHiS FORM 7(223^') 


AtTinu^ls Covered 
Sv ' be A.nim3 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-human Primates 


0, Sheep 


11.. Pigs 


12. Other Farm Animals 


Goats 


3 Other Animals 


Burros 



B .Nun-fber of 
::ir.^mcus beinq 

bred. 

conditioned, or 
held foru^i^e in 
rP'.'ichinn. testino. 
exp^rnme-nts, 
research, or 
surgeiy but not 
virt Tor ^'ich 

r^urpcses 



20 


C MumL’jer of 
animals upon 
whfch teaching, 
research. 
p:^per(n“'ents r^r 
Vv'ore 
conducted 
invozving -lo 
pain, distress, 
use of pam- 
rFl e''7rq drugs. 



61 



Q. Number uf animals upon 
.vhich ey.uertn vents. 
U.GHchiriq, 

'^Lirgery, or were 
conducted irtvolvinq 

acccr'ipanying pam or 
to the .anrrt'.o^s 

and for which oppropinate 
anestheljc. anakiestc, cr 
tranqurtiriTig drugs were 
used 


idunr.b^r r>t rin;main upon which teachtnq 
e 'pennients. r<^"f>er*rrh. surgery, or tests were 
f.^ijiiducted nvuivinq accompany^ig f.»aif'v or distress 
o ihe jiifniLUs and fc: wmch the use of appropnate 
vin«T>tt'.eijc, .^1 Viikjestc. or tr'mguilicirtq dj Aigs would 
liave ^uTected the procedures, resu-tis, or 

uittit pretattcn of the teaching, research, 
c A’^perlmenTs. surgory. ortc^.st3. evp/ar>af/o/? of 
th^ procoduro-^ pi ocJucjng porn or ds^^tr^sa in thoc(^ 
.-jnc/ tho roDComx ouch druga w^&vg not 
mtizi be ^ttnchori to Uita mcc-rf) 


TOTAL NO 
OF ANIMALS 


fOoi-.. O -F 

D E) 


308 


61 


"ATEMENTS 


L: ProfessicnaJIvacceptabf© standards governing the cars. Ireatrnont. and use of animals including appropriate use of anesihetic. analgesic, and tranqullizjng drugs, prior to. during 
nod foHo wir'.g actual researrii, teaching, testing, surgery, or expenmentahon 'A-ere followeii bv thts research facffity 


2 ) Each princ;pai investigator has corrsidered aitemntives to painfrui procedur 


es. 


.3 ) Thin faoihrv is adhering to the standards and regulations rinder the Act. and it has renuired that excoptrons to the standards and regulation's be ^f^peclfled and explained by the 
pnrcjpal .r.vesLqator and approved by the li'istTtutionai Anm^.aj Care and Use Committee (lAGUCi. A summary of afi such exceptions is attached lo this anntrni report,! n 
ririrution \o if jentirying epe lACUC -approved t^xcepttons, this ^ujiimsn/ includes a bnef expJanatiori of the exceptions, as well as the species and ntimber of animals afferted 

4'/ I no oTtRUf J;iig vBterFnananfor this research facility has appmpnate OLEthonty to ensure the provision nf adequate vetenn.riry care and to oversee the adequacy of other aspect.s of 
animal core .:»n.d use. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1 . REGISTRATION NO. CUSTOMER NO. 

93-R-0269 1 1 24 

FORM APPROVED 

OMB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

include Zip Code) 


BIOMERICA, INC. 


1533 MONROVIA AVE. 


NEWPORT BEACH, CA 92663 1 

1 (949) 645-21 1 1 




sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfs/fesj 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


None 


None 


9. Non-Human Primates 


10. Sheep 


None 


None 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


\L NAME & TiTLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 
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This report is required by law (7 USC 2143), Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0272 1 1 22 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

HEART INSTITUTE RESEARCH FACILITY 

1225 WiLSHIRE BLVD. 

LOS ANGELES. CA 90017 
(213) 977-4040 

j 3- REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. AUach additional 

I sheets if necessary.) 


FACILITY LOCATIONSfs/tes) 


See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AUach additional sheets if necessary or use APHIS FORM 702ZA) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

1 2 

0 

22 

0 

22 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

of animpi rorp pod ii'^p 




/<<y 
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bove is true, correct, and complete (7 U.S.C. Section 2143) 
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This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0279 1118 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

METABASIS THERAPEUTICS, INC. 

11119 NORTH PINES ROAD 

LA JOLLA, CA 92037 
(858) 587-2770 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fesj 


ini'? N- P'l nc-f 






REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {AWach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this reporfj 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


fc 




5. Cats 






6. Guinea Pigs 



loss 


)OS~^ 

7. Hamsters 






8. Rabbits 


3 G 



3C 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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This report is required by law (7 DSC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OE AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. 
93-R-0283 

CUSTOMER NO. 
1115 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

655 ASH STREET 

RAMONA, CA 92065 
(760) 789-5550 

3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlOUS(sites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 

Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 

11. Pigs 


B. Number of 
animals being 
bred, 

conditioned, or 

held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 

experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 

conducted involving 

accompanying pain or 
distress tc the- animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 

anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


F. 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D E) 
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ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


APHIS FORM 70z3 
(AUG 91) 
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This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
01 80-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0287 3388 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Atjdress, as registered with USDA, 

1 include Zip Code) 


1 INTERNATIONAL IMMUNOLOGY CORPORATION 

25549 ADAMS AVENUE 


MURRIETA. CA 92562 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


INTERNATIONAL IMMUNOLOGY CORPORATION 
MURRIETA, CA 92562 


INTERNATIONAL IMMUNOLOGY CORPORATION 
MURRIETA, CA 92562 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AUach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

i 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

1 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for v\4iich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18<23 (Oct 88). \A4iich is obsolete 


10/11/2006 


PART 1 - HEADQUARTERS 
























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0289 


CUSTOMER NO. 
1112 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(VrPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LA JOLLA INSTITUTE FOR MOLECULAR MEDICINE 
4570 EXECUTIVE DRIVE. STE 100 
SAN DIEGO, CA 92121 
(858) 587-8788 




3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONSfs/fes) 




See Attached Listing 


WOK 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12, Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. a 
OF ANIMALS 


(Cols. C + 
D + E) 






5^ 




a 




r.' 


-A 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

^'■■^“^“CERfiFE^SONBYHEADQU^^ 

(Chief Executive Officer or Legally Responsible institutional official) 

i certify t hat the above is true, correct, and comp lete (7 U.S.C. Section 2143) 

Rtr^KiATliPF OF r P rv hr ™*'~TNA^¥TiTrFr!^lTETr"nRlrTRT;TL^TiONA! OFFICIAL (Tvoe or Print) 





lA 



nio rs^rxiVB 

(AUG 91) 


tnepsaces va hUKivi (0-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0297 8226 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

TORREY PINES INST. FOR MOLECULAR STUDIES 

3550 GENERAL ATOMICS CT. 

SAN DIEGO, CA 92121 
(858) 455-3803 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fesj 


See Attached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 




13. Other Animals 


t . ' ' 

? •' • ..' •: V . •' 

*. • \ * '.V '' • 


j 

i- 

ij » V •• ...1 'it 'rf 


1 

- 


1 ASSURANCE STATEMENTS 


1 C. Number of 

1 animals upon 

1 which teaching, 

1 research, 

1 experiments, or 

1 tests were 

1 conducted 

1 involving no 

1 pain, distress, or 

1 use of pain- 

1 relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 1 

TOTAL NO. 1 
OF ANIMALS I 

(Cols. C -i- 1 

D-<- E) 1 




1 





























r 




















1 





1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
^hief Executive Officer or Legally Responsible Institutional official) 

v)ove is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


I DATE SIGNED 






lich is obsolete 


KAKi I - R'tADQUARTERS 






This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180*DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0303 1105 


FORM APPROVED 

OMB NO. 0579-0036 

2, HEADQUARTERS RESEARCH FACILITY (Hame and Address, as registered with USDA, 
include Zip Code) 

BIOGEN IDEC. INC. 

5200 RESEARCH PARK, BLDG. 
SAN DIEGO, CA 92122 
(858)431-8500 

140 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




1 

13. Other Animals 

0 

0 

0 

0 

0 




ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying'the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive O fficer or Legally Responsible Institutional official) 

)Ove is true, correct, and complete (7 U.S.C. Section 2143) 


MAMP fL TITI P np r P np IKKJTITI ITIOWAI nPPiriAl rT\/n^ nr Print) 


SIG^ 


DATE SIGNED 



APHI 


ich Is obsolete 


PART 1 - HEADQUARTERS 











































This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0314 8227 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LA JOLLA INSTITUTE FOR ALLERGY AND IMMUNOLOGY 
10355 SCIENCE CENTER DRIVE 

SAN DIEGO, CA 92121 
(858) 558-3500 

1 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

1 sheets if necessary.) 


FACILITY LOCATIONS('s/Yes; 


See Attached Listing 

Note new Address: 9420 Athena Circle 
Ua — 92037 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

I Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberof animals upon 
which experiments, 
teachi.ng, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols- C + 

D+ E) 

4. Dogs 



f 

1 


5. Cats 

j 





6. Guinea Pigs 





1 

7. Hamsters 





1 

8. Rabbits 






9. Non-Human Primates 






t 

10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 





1 



Ther 

a were no cover 

ed animals in this reportij 

Tg period. 

13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and ese. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



» I ) 



This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0323 8225 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SANTA CLARA UNIVERSITY 

500 EL CAMINOREAL 

SANTA CLARA, CA 95053 
(498) 554-4100 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT\Om( sites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or aistress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

o 

o 

c 

o 


5. Cats 

o 

o 

^v, 

o 

c 

6. Guinea Pigs 


o 

o 

o 

o 

7. Hamsters 

c 

o 


O 

G 

8. Rabbits 

o 

o 

o 

o 

C 

9. Non-Human Primates 


o 

v.^ 


Q 

10. Sheep 


o 

c- 

o 

O 

11. Pigs 

KJ 

o 

O 

c> 

o 

12. Other Farm Animals 

o 

c 

o 

o 

o 







13. Other Animals 

o 

o 

o 

o 

0 




















ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



SIGNATURE OF C E O OR INSTITUTIONAL OFFICIAL 



KiAKii^ o TiTi cr r\r: t: r\ no iMOTiTriiTinM a i 


tmiAi n^:. 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), whic 



(PART 1 - HEADQUARTERS 



This report is required by law {7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0326 1102 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

BIO-DEVICES LABORATORIES 

P.O. BOX 747 

ORANGE, CA 92856 
(714) 639-9501 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 

\ Ip 

— — 

ffS' 


ins' 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 



. 

j» 4 il' 

- II ir-i 1 „ 

AH 

12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annuai report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 




(Auu 



This report is required by law (? DSC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side for 
additional information 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRi^lON NO 







FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 


include Zip Code) 



< 1 1 ^ WJ 


A J o. 
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3 REPORTING FACILITY (List all locations where animafs were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (Sites) 



1) Professionally acceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institut'ronaf Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached lo this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 


4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 



(AUG 91 ) 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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UNITEDSTATES DEPARTMENT OF AGRICULTURE I 1 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
3. additional information. 

T. "registration no. ""olSTOMERNa 

93-R-0339 1 236 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
OM8 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY '' 

(TYPF OR PRINT) surgical simulation training center 

^ 10625 NUEVO COURT 

FONTANA, CA 92337 

(909)875-1019 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lestin^rteachlngrorexpeiirr^^ 
sheets if necessary.) 


See Att&ched Listing 


FACILITY LOCATIONS(s/fesj 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C, Number of 
animals upon 
which teaching, 
research, 
evperime.aic, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


4. Dogs 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invoiving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


1 / // 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this repoii) 


TOTAL NO. 

OF animal: 

(Cols. C + 
D + E) 






5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


V'"* 




V 




9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


4 






♦ 


12. Other Farm Animals 


13. Otiier Animals 


ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for (his research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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— — - . I^NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DA 


DATE SIGNED 
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l/VDQUARTERS 


<j I / 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE ! 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. 

93-R-0347 ‘ 


CUSTOMER NO 

1247 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

REPRODUCTIVE SPECAILTY LABORATORIES, INC 
4900 BARRANCA PARKWAY, STE 103 
IRVINE, CA 92604 
(949) 726-0630 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (s/tes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


IFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
ef Executive Officer or Legally Responsible Institutional official) 

certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


FICIAL i NAME & TITLE OF C.E.O. OR INSTITUT I ONAL OFFICIAL (Tvoe or Prin t) 



L f 


r 


DATE SIGNED 




r , r 





7 



18-23 (Oct 88), which is obsolete 


PART1 - HEADQUARTERS 























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0348 1249 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
include Zip Code) 

BERLEX BIOSCIENCES 

2600 HILLTOP DRIVE 

RICHMOND, CA 94804 
(510) 262-5000 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 

1 3 

0 

0 

1 3 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

1 6 

0 

0 

1 6 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 .. 

0 

0 

0 


0 

0 

0 

0 

0 

13. Other Animals 

0 

0 

0 

0 

0 




















I ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which Is obsolete PART 1 * HEADQUARTERS 

(AUG 91) 




This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE M. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE | 93-R-0360 1269 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PROTEIN DESIGN LABS, INC. 

34801 CAMPUS DRIVE 
FREMONT, CA 94555 
(510) 574-1400 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

I 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 3. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annuai report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATtiRE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



DRM 18-23 (Oct 88), which is obsolete 


^ 1^1 f 

I I 


PART 1 - HEADQUARTERS 



(AUG 91) 


















This report is required by law (7 LiSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


See attached form for 
additional information. 


Interagency Report Control No.: 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1 . CERTIFICATE NUMBER: 93.R-036 1 

CUSTOMER NUMBER: ^ 270 

FORM APPROVED 

OMB NO. 0579-0036 

Pharmacyclics 

w 

995 E. Arques Avenue 


Sunnyvale, CA 94086 


Telephone: (408) -774-0330 



3. REPORTING FACILITY { List all locations vi/here animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research , 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would nave adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


F. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



1 1 . Pigs 


12. Other Farm Animals 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 90(K Z - d38 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTIT 


APHIS FORM 7023 
( AUG 91 ) 


(Replace 


CIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


r ^ • X 



DATE SIGNED 

y/ j 1 hu 


1-23 (OCT 88), which is obsolete.) 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE \ 1 . 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO, 

93-R-0362 1272 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE INSTITUTE OF CRITICAL CARE MEDICINE 
35-100 BOB HOPE DRIVE 
RANCHO MIRAGE, CA 92270 

, (760) 778-491 1 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATION Sfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A } 

A. 

I 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS ^ 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 

to cease and desist and to be subject to penalties as pi 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1 . REGISTRATION NO. CUSTOMER NO. 

93-R-0363 1 274 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

1 Include Zip Code) 


B L P BIO LAB SERVICES 

1115 MARINE VIEW DRIVE 

VISTA, CA 92081 


1 (760)941-3430 

A A A 4 ■ 



FACILITY LOCATIONSfs/les) 


See Attached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 




A. 

Animals Covered 

By The Animal 

Welfare Peculations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 

tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



0 



9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

















« 



1 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report- In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


J8), whlc 



HEADdUARTERS 



(AUG 91) 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0368 1 297 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 


FIBROGEN, INC. 


225 GATEWAY BLVD 


1 SAN FRANCISCO, CA 94080 

1 (650)866-7317 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/Yes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

i 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

1 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 




1 3. Other Animals 
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ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


SIGNATURE OF ( 


DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0369 1298 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zip Code) 

PRIMATE PRODUCTS, INC. 

P.O. BOX 620415 

WOODSIDE, CA 94062 
(650) 529-0419 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS rs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


> 

y 



9. Non-Human Primates 
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10. Sheep 
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11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0370 1300 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

\ include Zip Code) 


ENDOCRINE TECHNOLOGIES, INC. 

35325 FIRCREST STREET 

NEWARK, CA 94560 


(510) 745-0844 



3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Sfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 
' Bv The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4, Dogs 


5. Cats 


/ pc' 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.Q. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 
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This report is required by law (7 USC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE , 


REGISTRATION NO. 

93-R-0371 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

1304 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE DOG LODGE, INC. 

1551 W LAMBERT RD. 

LA HABRA, CA 90631 
(562)691-1152 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7 023 A ) 

A. 

1 

1 Animals Covered 

By The Animal 

Welfare Regulations 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. i 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were j 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

1 F- 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

j 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


1 3. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 




PART 1 - HEADQUARTERS 


















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO 

93-R-0375 1308 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE NEUROSCIENCES INSTITUTE 
10640 JOHN JAY HOPKINS DRIVE 
SAN DIEGO, CA 92121 
(858) 626-2000 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS fs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these \ 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


I CIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 
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This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-R-0377 1 331 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LIGAND PHARMACEUTICALS, INC. 

10255 SCIENCE CENTER DRIVE 
SAN DIEGO, CA 92121 
(858) 550-7888 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIO NS rs/tes) 


See Attached Listing 



REPORT OF ANiMALS USED BY OR UNDER CONTROL OF RESEARCH FACiLITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (JJJ.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is ot 


PARTI - HEADQUARTERS 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

93-R-0380 1 344 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SANTA CRUZ BIOTECHNOLOGY, INC. 

2145 DELAWARE AVENUE 
SANTA CRUZ, CA 95060 
(831)457-3800 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/Yes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

1 : 

1 

Animals Covered 

By The Animal 

Welfare Regulations 

' 1 

I 

i 

1 

j 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experirr.ents, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 

1 experiments, or 

1 tests were 

conducted 
involving no 
pain, distress, or 

1 use of pain- I 

1 relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 

used. 



E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

R ! 

1 

TOTAL NO. 

OF ANIMALS 

1 

(Cols. C + ! 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


rs 


13. Othe^^nimals 



ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Ex ecutive Officer or Legally Responsible Institutional official) 

that the above is true, correct, and complete (7 U.S.C. Section 2143) 


MAMF A TITLF OF C F.O r»R IM.QTmmnWAI APFiriAl /Ti/no nr Or/nfl 



DATE SIGNED 


API 


(Oct 88), which IS obsolete 


/ O: fZS' / OC 


i-AK I I - flfcADQUARTERS 



(/-tw 


W vF 9 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0382 1288 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

1 include Zip Code) 


PHOENIX PHARMACEUTICALS. INC. 

530 HARBOR BOULEVARD 

BELMONT. CA 94002 


(650)610-8883 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching; or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Sfs/fesJ 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E, Number of animals upon which teaching. 



animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


i 

} 

I ! 

teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

► 

k 

I 

experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

I t 

I 

I I 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


t I 

surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


1 

purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 



1 1 . Pigs 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 





APh" 


to I WIXIVI / 


VS FORM 18-23 (Oct 88), which is obsolete 


[Ori 


PART 1 - HEADQUARTERS 



(AUG 91) 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0387 


CUSTOMER NO. 

1687 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

HOUSE EAR INSTITUTE 
2100 W. THIRD STREET 
5TH FLOOR 

LOS ANGELES. CA 90057 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS fs/?es) 


HOUSE EAR INSTITUTE 
LOS ANGELES, CA 90057 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic,analgesic, or tranquilizing drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



10/11/2006 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0389 1 707 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

QED BIOSCIENCES, INC. 

10919 TECHNOLOGY PLACE, SUITE C 

SAN DIEGO, CA 92127 
(858) 675-2405 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 

Attached Listing | 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

AhrmaJsJIovered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

0 



0 


9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify th at the above is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Ty^e or Print) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 




lo o(o 


nio rwiMvi # KJ4.0 

(AUG 91) 


(t\epiaces vo t-uKivi 1 0-^:0 (wci 00;, which is obsoiete 


rMi%i i - ncMDQUARTERS 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0390 ’ 1 720 

FORM APPROVED 

OMB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

I include Zip Code) 


AMYLIN PHARMACEUTICALS 

9373 TOWNE CENTRE DRIVE 

j SAN DIEGO, CA 92121 



sheets if necessary.) 


AMYLIN PHARMACEUTICALS 
SAN DIEGO, CA 92121 


FACILITY LOCAT\ONS( sites) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

; 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

i 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


09/26/2006 


PART 1 - HEADQUARTERS 

















This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0397 1 753 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

B. BRAUN MEDICAL INC. 

2525 MCGAW AVENUE 

IRVINE, CA 92614 
(949) 660-3185 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfstfes) 


See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. j 

TOTAL NO. 1 
OF ANIMALS I 

(Cols. C + 1 

D + E) 1 

4. Dogs 

0 

0 

22 

0 

22 J 

5. Cats 

0 

0 

0 

0 

0 1 

6. Guinea Pigs 

152 

1 , 445 

0 

0 

1,445 1 

7. Hamsters 

0 

0 

0 

0 

0 1 

8. Rabbits 

195 

800 

1,352 

0 

2,152 1 

9. Non-Human Primates 

0 

0 

0 

0 

0 1 

10. Sheep 

0 

2 

0 

0 

2 1 

1 1 . Pigs 

1 

0 

130 

0 

130 1 

12. Other Farm Animals 

0 

0 

0 

0 

0 1 







13. Other Animals 

0 

0 

0 

0 

0 1 


















1 

1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




ch is obsolete 


PART 1 - HEADQUARTERS 


(AUG 91) 


•< 



/ 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. 

93-R-0401 


CUSTOMER NO, 

1768 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACiLITY (Name and Address, as registered with USDA, 
include Zip Code) 

INTUITIVE SURGICAL 
950 KIFER ROAD 
SUNNYVALE. CA 94086 
(408) 523-2100 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

I F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


rFRTiPirATinw ry hfadQUARTERS RESEARCH FACILITY OFFICIAL 

* ^or Legally Responsible Institutional official) 

'ue, correct, and complete (7 U.S.C. Section 2143) 


: A TITLE OF CFO OR INSTITUTION Al OFFIOiAl /TunP nr Print) I DAI 




DATE SIGNED 
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PART 1 - HEADQUARTERS 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA*AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0404 1 785 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

MOLECULAR DIAGNOSTIC SERVICES, INC. 

4204 SORRENTO VALLEY BLVD, STE F 

SAN DIEGO, CA 92121 
(858) 450-9990 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/Yes) 


See Attached Listing rX '% / ..Jt/. -- , ^ t 

1 l'\ 1 l/'<4 ; .u M ^ i-:r “ k. 

‘-j J t..' >" ^ 

f 

1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

■ 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 
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12. Other Farm Animals 
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1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during. 


and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), whi 


I DATE SIGNED 





(3 Is,' / i 
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‘ADQUARTfeRS 





This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO, CUSTOMER NO, 

93-R-0406 1794 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
include Zip Code) 

THERAVANCE, INC, 

901 GATEWAY BLVD 

SAN FRANCISCO, CA 94080 
(650) 808-6027 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 




See Attached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets /f necessary or use APHIS FORM 7023A ) 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for suc^ 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
feJieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for v^ich the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produang pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

7. A- 2- 

SST 



i 

7, Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 


1 
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13. Other Animals 

























ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by tfie Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanafion of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


SIGNATI 


APHIS 
(AUG 91 ) 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
/Chief Executive Officer or Legally Responsible institutional official) 

l certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


)FFICIAL 



^L (Type or Print) 


DATE SIGNED 


tJ 
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f \* 


VW t 


iM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0412 1832 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, | 

include Zip Code) 


AGBIO COMPANY 


1 1513 RIVER OAKS DRIVE 

MODESTO. CA 95356 


(209) 727-3688 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/Yes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

— . - — — — — ■■ ^ 

A. 

Animals Covered 

3y The Animal 

Welfare Regulations 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. j 

TOTAL MO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

1 1 / 29/0 



ch is obsolete 


PART 1 - HEADQUARTERS 


(AUG 91) 


















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0413 1836 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY HUMBOLT ARCATA 
HUMBOLDT STATE UNIVERSITY 
ARCATA. CA 95521-8299 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS/s/?es) 


CALIFORNIA STATE UNIVERSITY HUMBOLT ARCATA 
ARCATA, CA 95521-8299 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Atiach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Numberof animals upon 

E. Number of animals upon which teaching. 

F. 

1 

animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

an esthetic.an algesic, or tranquilizing drugs would 

1 


teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 





13. Other Animals 


bk-tailed deer 


gray fox 


kit fox 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



11/14/2006 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REGISTRATION NO. 
93-R-0413 


CUSTOMER NO 

1836 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY HUMBOLT ARCATA 
HUMBOLDT STATE UNIVERSITY 
ARCATA. CA 95521-8299 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


red fox 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


11/14/2006 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsoiete 


PART 1 - HEADQUARTERS 














This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

93-R-0415 


CUSTOMER NO. 

1838 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY. FRESNO 
5241 NORTH MAPLE AVENUE, M.S. T.A. 54 
FRESNO, CA 93740-8027 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


CALIFORNIA STATE UNIVERSITY FRESNO 
FRESNO, CA 93740-8034 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

t 

I 

i 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

I 

I 

TOTAL NO. 

OF ANIMALS 

I 

I 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTiFiCATiON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



01/22/2007 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18'23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE | 93-R-0416 1839 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY. FULLERTON 
C/0 OFFICE OF GRANTS & CONTRACTS. M.H.-112 
P.O. BOX 6850 
FULLERTON, CA 92834 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


CALIFORNIA STATE UNIVERSITY FULLERTON 
FULLERTON, CA 92634 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

1 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

1 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 




13. Other Animals 


Hispid pocket mouse 


Merriam's Kangaroo Rat 


Ord's Kangaroo Rat 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFtCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


^ Ml 5/2006 



APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. 

93-R-0416 


CUSTOMER NO. 

1839 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, FULLERTON 
C/0 OFFICE OF GRANTS & CONTRACTS, M.H.-112 
P.O. BOX 6850 
FULLERTON, CA 92834 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompaniflng pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


Northern Grasshopper Mouse 


Silky Pocket Mouse 


Deer Mouse 


Western Harvest Mouse 


Plains Harvest Mouse 


Thirteen-Lined Ground 
Squirrel 


White-Tailed Antelope Ground 
Squirrel 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


1 1 /1 5/2006 


APHIS FORM 7023A 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0418 1841 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, LONG BEACH 
1250 BELLFLOWER BLVD 
LONG BEACH, CA 90840 
(562) 985-5314 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AtXach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. i 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animats 


13. Other Animals 


round Squirrels 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAMF A TITI F OF CFO OR INlSTITUTinN Al OFFICIAL nr Print) 


SIGNATURE OF < 


DATE SIGNED 



APHIS FORM 7( 
(AUG 91) 


ich is obsolete 




PART 1 - HE/sfDQUXRTERS 





























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

93-R-0419 1842 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, LOS ANGELES 
5151 STATE UNIVERSITY DR., ADM 714 
LOS ANGELES, CA 90032 
(323) 343-3820 


3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS rs/tes; 


See Attached Listing 

Physical Sciences 19 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

i 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


Sir^i ■MQTiTHTir>M ai ncciriAi I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) I DAI 


SI 






DATE SIGNED 


1 1 / yi ... 
I l//S / L/ 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


L.--' 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0420 1843 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, NORTHRIDGE 
18111 NORDHOFFST 
NORTHRIDGE, CA 91330-8232 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/tes) 


CALIFORNIA STATE UNIVERSITY NORTHRIDGE 
NORTHRIDGE, CA 91330-8232 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B, Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 

addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

% 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) j DATE SIGNED 

11/20/2006 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
addiUonal Information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

CUSTOMER NO. 

93-R-0421 

1844 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE POLYTECHNIC UNIVERSITY, 
POMONA 

3801 WEST TEMPLE AVE. 

POMONA, CA 92768 
(909) 869-5461 




3. REPORTING FACILITY (List ait locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrs^esj 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

’ 

B. Number of 

animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesUielic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
aneslhetlc.analQesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. I 

TOTAL NO. 1 
OF ANIMALS I 

(Cols. C + 1 

D+E) 1 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


Hi 


• 

ix 1 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 







12. Other Farm Animals 


- -- - 







■7 



7 

13. Other Animals 







ifs 

X 



X. 














ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treabaent, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiiang drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional ofncial) 

above is true, correct, and complete (7 U.S.C. Section 2143) 





This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE i 93-R-0422 1845 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, SONOMA 
1801 EAST COTATI AVENUE 
ROHNERT PARK, CA 94928 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


CALIFORNIA STATE UNIVERSITY, SONOMA 
ROHNERT PARK, CA 94928 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 

1 


yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


1 0/1 7/2006 


PART 1 HEADQUARTERS 























I his report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


interagency Report Control No 
OiaO-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0423 8237 

FORM APPROVED 

0MB NO, 0579-0026 

1 2. HEADQUARTERS RESEARCH FACILIPf (Name and Address, as reaistered with USDA 

1 include Zip Code) 


CALIFORNIA STATE UNIVERSITY. SACRAMENTO 

6000 J STREET 


SACRAMENTO, CA 95819 

1 (916) 278-7381 



REPORTING FACILITY {List all iocations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/ffis) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7Q23A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals Mice 


Worms 


Cichids 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were fallowed by this research facility. 

Each principal investigator has considered alternatives to painful procedures. 

4 

This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee {lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief expianatlon of the exceptions, as well as the species and number of animals affected. 

The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. , . 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 


research, or 
surgery but not 
yet used for such 
purposes. 




1100 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 

invoiving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 

distress. to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invoiving accompanying pain or distress 
to the animais and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 

- interpretation of the teaching,- research—- - — 

experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
•D + E) 



1100 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and connpiete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



A? 


, which is obsolete 


DATE SIGNED 

11 / 30/06 


HARI 1 - HtADQUARTERS 


I 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0425 


CUSTOMER NO 

1847 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SAN DIEGO STATE UNIVERSITY (S.D.S.U.) 

5500 CAMPANILE DRIVE, M.C. 1643 
SAN DIEGO, CA 92182 
(619)594-5938 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfs/tes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

I 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIo PL^KIVI /UiiO 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

11 - 27-06 


PART 1 - HEADQUARTERS 


























This report is required by law {7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-.R-0426 1 848 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SAN FRANCISCO STATE UNIVERSITY 

469 ADMINISTRATION BUILDING 

SAN FRANCISCO. CA 94132 
(415) 338-1093 

1 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

1 sheets if necessary.) 


FACILITY LOCATIONSfstfesJ 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Reoulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

m 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D+E) 

4, Dogs 






5. Cats 





• 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 





. 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 



















r 'v, 




c 

ASSURANCE STATEMENTS 


1) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqullizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC*approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF 


APHIS FORM 7 
(AUG 91) 


p p I Q [y^|_ 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 



DATE SIGNED 




■/ 


M 18*23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0427 1 849 

FORM APPROVED 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, SAN JOSE 

ONE WASHINGTON SQUARE 

SAN JOSE, CA 95192 
(408) 924-2488 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/Yes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 

research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An eyplanathn of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

1 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8, Rabbits 



8 


8 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 






• 






13. Other Animals 



• 



CA sea lion 

2 

6 



6 

(Z, californi 

aus ) 












ASSUPJKNCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERtIfIC^ION BY HEADQUARTERS RES EARC HF AGILITY OFFiCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 


A 


i 







=ADQUARTERS 


(AUG 91) 



This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional infornnation. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO. 

93-R-0430 8817 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with US DA, 
include Zip Code) 

21ST CENTURY MEDICINE, INC. 

10844 EDISON COURT 

RANCHO CUCAMONGA, CA 91730 
(909) 466-8633 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fesJ 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols, C + 

D+ E) 

4. Dogs 

/n 





5. Cats 

O 




o 

6. Guinea Pigs 

o 




O 

7. Hamsters 

0 




o 

8. Rabbits 

1 1 

r) 

a 8 IT 

. 0 

ZK ^ 

9. Non-Human Primates 

o 




o 

10. Sheep 





u 

11. Pigs 

o 




o 

12. Other Farm Animals 

o 




o 







13. Other Animals 

o 




o 



















I ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

Sli 

h * A Z.'' ^ A 1 a ■ ^ 

■ICIAL 

(Type or 

DATE SIGNED 

T-’jiliot 

AP 

1 8-23 (Oct 88), which is obsolete 

PART 1 - HEADQUARTERS 





This repori is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REGISTRATION NO, 

93-R-0432 


CUSTOMER NO 

9191 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


^HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF CALIFORNIA, BERKELEY 
119 CALIFORNIA HALL 
BERKELEY, CA 94720-1500 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes; 


THE UNIVERSITY OF CALIFORNIA. BERKELEY 
BERKELEY, CA 94720-1500 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 





13. Other Animals 


Hyena 


Squirrel 


Tuco Tuco 


ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and Iranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



11/14/2006 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 








































This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REGISTRATION NO. 

93-R-0432 


CUSTOMER NO. 

9191 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


Wild, Mouse 


Wild, Rat 




ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 
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US DA Annual Report of Research Facility - Supplement 


Supplement to the USDA Annual Report of Research Facility 

For the University of California, Berkeley 

APHIS FORM 7023 (AUG 91) 

Reporting Period October 1, 2005 to September 30, 2006 


Section 3 of the Annual Report of Research Facility (APHIS FORM 7023) (Section 
2.36(b)(4) of the Animal Welfare Act): Location of Facilities for Housing, Teaching 
and Research: 


The following facilities are categorized by their dedicated usage. All facilities 
have more than one usage. 


Facility 

Housing 

Research 

Teaching 

Field Station for Behavioral Research 

V 


v 

Life Sciences Addition 



V 

Minor Hall (School of Optometry) 

V 



Northwest Animal Facility 

v 


V 

Valley Life Sciences Building 

V 




Part 3 of the Assurance Statement of APHIS Form 7023 (AUG 91) (Section 2.36 
(b)(3) of the Animal Welfare Act): lACUC Approved Exceptions to Standards 
and/or Regulations 

Approved exceptions to standards and regulations of the Act during the reporting 
period included the following: 

Multiple Major Survival Surgeries 

The lACUC will not permit multiple major survival surgeries on a single animal 
unless the surgeries are related and necessary components of a research project. 

During this reporting period, multiple major survival surgeries were performed in six 
projects approved by the lACUC. 

The first two projects are studies of neural processes with macaques. In order to 
conduct electrophysiological recordings, each animal must have: 1) a head-post 
anchored to the cranium to prevent head movements during recording and 2) a 
recording chamber placed over a small opening in the skull to allow access to the cortex. 
The surgery to attach the recording chamber is not undertaken until and unless the 
animal is able to perform the required behavioral tasks. This usually occurs several 
months after the head-post is implanted. During this reporting period seven animals 
underwent multiple surgeries. 




The third project is also a study with macaques. In order to conduct 
electrophysiological recordings in this study, each animal must have: 1) microelectrode 
arrays inserted into a series of small microports and 2) a head positioner anchored to the 
cranium to help stabilize the head during recording. The head positioner is placed during 
the surgery for the microports if time permits. In the event a second surgery is required 
there is at least a two-week interval between surgeries. During this reporting period no 
animals underwent multiple surgeries. 

In the fourth and fifth projects, heat-sensitive transmitters are implanted in the 
peritoneal cavities of hamsters to provide a constant monitoring of body temperature 
during hibernation and other studies. Because the duration of some studies exceeds the 
lifetime of the transmitter’s batteries, a second abdominal surgery must be performed on 
some animals to replace the batteries. In some animals, baseline body temperatures 
are recorded from the telemeters for several weeks and then a brain lesion (which 
requires a craniotomy) or a gonadectomy is performed to determine the effects of these 
procedures on baseline body temperature, food intake, and other physiological 
parameters. During this reporting period, seventy-two hamsters had both the transmitter 
and an additional surgery. 

The sixth project studies sexual differentiation in the spotted hyena. A captive- 
breeding colony of hyenas is maintained for this research and currently consists of 31 
animals. One aspect of the project involves terminating pregnancies at various times to 
study the sexual differentiation process and its hormonal correlates. Since there are a 
limited number of breeding females, the investigator has received permission from the 
ACUC to carry out multiple Cesarean sections (C-sections) on individual females to 
achieve the minimum sample sizes for statistical validity. The minimum interval between 
surgeries is 6 months, and each C-section must be approved by the Office of Laboratory 
Animal Care (OLAC) veterinary staff on a case-by-case basis. During this reporting 
period, no hyenas (that previously had a C-section) underwent an additional Cesarean 
section. 

Physical Restraint 

Prolonged physical restraint of alert animals is prohibited unless essential to 
research objectives. All such restraint must be justified to and approved by the ACUC. 

In addition, the restraint device must be evaluated and approved by OLAC veterinary 
staff prior to use. The ACUC approved four projects that require physical restraint of 
unanesthetized animals. 

The first project is studying the transmission of Lyme disease. Wild rodents are 
partially restrained in tubular wire mesh cages for 12 to 24 hours to allow ticks to attach 
to them. Animals can move backward and forward, but side-to-side motions are 
restricted to prevent them from removing the ticks. Previous studies have shown that 
12-24 hours is the minimum period required for effective tick attachment and disease 
transmission. Carrot or potato slices are placed in the cages to provide a source of food 
and water. OLAC veterinary staff have observed and approved the restraint procedure. 
Thirty-two wild rodents underwent physical restraint during this reporting period. 

In three studies, electrophysiological recordings are taken from the cortex of 
awake macaques trained to perform specific behavioral tasks. In each project, the 
animal sits in a specially designed primate chair that allows it to freely move its limbs 
and adjust its posture while in a head restraint. In-chair training is initiated several 
months before the actual study begins, to allow the animal to adjust to an increasing 
duration of restraint. Stress to the animal is minimized as the animal controls the 
initiation of each trial by an eye movement or a key press. The recording for any day 
ceases when the animal stops performing the task. The animal is chaired between 2-6 




hours per day, 5-7 days a week for studies that may last 4-6 weeks. The committee has 
determined that this is the minimum period necessary to permit reliable data collection 
from certain brain sites. Because the animals are performing operant tasks, task 
initiation is always under their control, and they may work at their own pace and cease 
work when they are satisfied. Animals are monitored continuously while they are in the 
chair, and are removed from the restraint if they cease working before the scheduled 
end of a session. OLAC veterinary staff have observed and approved the restraint 
procedure. During this reporting period, fourteen animals underwent physical restraint. 

Housing 

The ACUC approved two exceptions to requirements for housing dwarf hamsters. 
The first is an exception to the 6-inch interior height requirement of primary enclosures 
used to confine hamsters. Dwarf hamsters are housed in opaque 7x11 x 5 inch cages 
with wire lids, with ample room for postural adjustments. These cages were purchased 
prior to August 15, 1990 and provide approximately 65 square inches of floor space. 
During this reporting period, 405 hamsters were housed in these cages. The second is 
an exception to the requirement that a nursing female hamster, together with her litter, 
be housed in a primary enclosure that contains no other hamsters. Breeding dwarf 
hamsters are pair-housed in male-female units, a standard husbandry practice for this 
species. During this reporting period, 135 female hamsters were pair-housed in male- 
female units. These 135 hamsters were a subset of the 405 hamsters mentioned above. 
Variances from the USDA have been granted for both of these exceptions to housing 
requirements. 

Sanitation 


The ACUC has approved one protocol that does not conform to the sanitation 
schedules recommended by the Guide. The project is studying the behavior of captive 
tuco-tucos. The animals are housed in artificial burrow systems constructed of clear 
Plexiglas tubing interspersed with clear plastic boxes that are used as food, nest, and 
refuse chambers. The diameter of plastic tubing (3 in) simulates the diameter of the 
animals’ tunnels in nature. The dimensions of nest and refuse chambers (8 x 8 x 6 in) 
are also based on field measurements of burrow systems. Food chambers (8x12x16 
in) are elevated approximately 5 in above the remainder of the burrow system to 
simulate emerging above ground to forage. To avoid disrupting females with litters, spot 
cleaning of the nest and food boxes is performed daily. All plastic boxes in a burrow 
system are inspected and wet bedding is removed and clean bedding replaced as 
needed. Once per week all nest and food chambers are emptied and sanitized. Once 
every 6-8 weeks, each burrow system (Plastic tunnels and tunnel junctions) is entirely 
dismantled and sanitized. This schedule has been shown to maintain an adequate level 
of sanitation. Sixty-three tuco-tucos were involved in this project during the reporting 
period. 

Temperature Standards 

The ACUC approved two projects studying hibernation and torpor where Siberian 
and Syrian hamsters are housed in specially constructed, walk-in environmental 
chambers for up to 5 months at temperatures ranging from 5-21° C (41-70° F). The 
natural habitat of these hamsters frequently sees air temperatures as low as —40° C. 

475 hamsters were housed in the environmental chambers during this reporting period. 


Food or Fluid Regulation 


Currently, three projects approved by the ACUC involve regulating water in 
experimental studies. These are electrophysiological recording projects with non-human 
primates. The projects require regulating the water of the animals during training and 
recording procedures. The animals are on a schedule that regulates their access to 
water to daily laboratory sessions of up to 6 hours per day during training and 
neurophysiological recording. Juice or water rewards are used during these times as a 
positive reinforcement in shaping the animal to perform the required tasks using operant 
conditioning techniques. Solid food cannot be used as a reward because the act of 
chewing involves facial and cranial muscles that preclude the stability required for 
successful recording from cortical neurons. When animals are on water regulation, 
water intake is recorded to ensure that the animal gets sufficient daily fluid. 

Supplemental hydration is provided if clinical signs of dehydration are observed. During 
this reporting period, fourteen animals underwent fluid restriction. 


This report is required by law (7 USC 2143) . Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additioflat Sheets if necessary or use APHIS FORM 702SA ) 

A 

Animals Covered 

By The Animal 

Weffare Regulations 

B- Number of 
animals being 
bmd, 

conditioned, or 
hetd for use in 
teaching. tcMstlng, 
experiments, 
research, or 
surgery but not 
yet used for such 

1 purposes. 

C. Number of 
animals upon 
which teaching, 
reatearch. 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals uport 
which exp>erimenlls. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dmgs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
ane3lhetic,ana)gesic, or tranquilizing drugs would 
have adversely affected the procedures, resulls, or 
inlarpretatJon of the t^ching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures procfudrig pain or dfefress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D4 B) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 - Pigs 


1 2. Other Farm Animals 


1 3. Other Animals 


Peromyscus (Desert Rodent) 




ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or eKperimentaiion were followed by this research facility.. 

2) Each principal investigator has considered attemaUves to painful procedures. 

3) This facility is adhering to the standards and reguiations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Car© and Use CommttteB (lACUC). A summary of aH the exceptions Is attached to this annual report . In 
addition to Identifying the fACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the spades and number of animals affected 

4) The aliending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal core and use. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

i 

1 B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

1 

TOTAL NO. 

OF ANIMALS 

1 

(Cols. C + 

D+ E) 


Dogs 


Cats 


Guinea Pigs 


Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Cajrfl 




13. Other Animals 



c(5 
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ASSURANCE STATEMENTS 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

1 certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 
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use of pain- 
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teaching, research, 
surgery, or tests were 
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accompanying pain or 
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tranquiiizing drugs were 
used. 


Number of animats upon which teaching, 
experiments, research, surgery or tests were 
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the procedures produang pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


1 0. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


13. Other Animals 
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B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
vi/hich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 
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D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
acxompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 




E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involwng accompanying pain or distress 
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have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pfodudng pain or distress in these 
animate and the reasons such drugs were not used 
must be attached to this report) 
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ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has cc»isid^ed aUematives lo painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulalicms be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all the exceptions Is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for Uiis research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 
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ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0441 9200 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, 
include Zip Code) 

UNIV. OF CALIFORNIA, WHITE MTN. RESEARCH 

STATION 

9500 GILMAN DRIVE, M.C. 0689 

LA JOLLA, CA 92093 
(858) 822-0165 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Sfsffesj 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 



ZZ 



7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 

// C? 




!/ O 

11. Pigs 






12. Other Farm Animals 












13. Other Animals 









jo i 


/O/ 














[assurance statements 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

that the above is true, correct, and complete (7 U.S.C. Section 2143) 


\L 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 








J (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 



(AUG 91) 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1 . 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. 

93_R-0444 


CUSTOMER NO 

10138 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PERRY SCIENTIFIC 
7999 VICKERS STREET 
SAN DIEGO. CA 92111 
(909) 699-6339 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Numberof animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgeny, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic,analgesic, or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 

1 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6, Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 



11. Pigs 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the 1 AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


_ OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL [Type or Print) 



DATE SIGNED 

uh^foQ 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


4 

























This report is required by law (7 USC 2143). Failure to report according to toe regulatiorts can 
result in an order to cease and desist and to be subject to penalties as provided fw In Seclkwi 2150. 


See reverse for 
additional trdbrmation. 


Interagency Report Control No 
0180-OOA-AN 


UNfTEO STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INFECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R4)446 10329 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
mdude Zi^ Cocte) 

C V THERAPEUTIC^S 

1651 PAGE Mfa ROAD 

PALO ALTO. CA 94304 
(650) 384-8500 

3. REPORTING FACILITY (List aH locations wtoere antoials were housed or used in actual research, testing, teaching, or experimentation, or for toese purposes. Attach additional i 

sheets if necessary.) | 


FACIUTY LOCATIONSfsgesj 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach a(kmonat sheets if necessary or use APHfS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


1 3. Othei Animals 


B. Number of 
animals being 
bred, 

conditioned, ex' 
held for use in 
teaching^ teslinj;- 

experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 






1 C. Number of 

1 animals upon 

1 which teaching, 

1 research, 

1 experiments, or 

I tests were 

oxTducted 
involving no 
pain, distress, or 
use of pain- 
reeving drugs. 

D. Number of animals upon 
which experiments, 
teachtog, research, 
surgery, or tests were 
conducted tovdving 
acxxmpanyiog pain or 
distress to toe animals 
and fex vtotch apfxopriate 
anestoetic, analgesic, or 
banquili^ng drugs were 
used. 

E. Number of animals upon ^ich teaching, 
experirr^nts, research, surgery or tests were 
oxtducfed tovoh^ig accompanying pain or distress 
to the animals and for which the use of appropriate 
anestoetic,anal 9 eslc, or tranquHizing druf would 
have advers^y affected the procedures, restdts. or 
toterpretation of toe teadwtg, research, 
experiments, surgery, or tests. (An exptanatkxn of 
the procedures producing pain distress in these 

animals and the reasons such drugs were ncA used 
must be atiached to this report) 

TOTAL NO. 1 
OF ANIMALS I 

(Cols. C + 1 

D + E) 


















S53 







1 
























1 




1 1 



1 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of antmals. including appropriate use of anestoetic, ar^aigesic, and tranquaizing drugs, prior to. durmg, 
and following actual research, teaching, testing, surgery, or expWmentation were ftrflowed by this research fec^. 

2) Each prindpat investigator has cemsidefed altemath^ to painful procedures. 

3} This facility is adh^ng to the standards arid reflations under toe Act, and H has requ^ed that exertions to toe standards and reflations be specified and explained by the 
prindpat investigator and by the tostitutkxiai Animal Care and Use Cormiittee (IM^JC). A stimniary of aR the exceptions is attactod to this annual report to 

addition to identifying the lACUC^pprcjved exceptions, this summary indudes a brief explarwtion of the exc^>tions, as well as toe ^ped^ and number of anim^ affected. 

4) The attemting vetertoarian for tois research facSIty has appropriate autoority to enaxe the proviston of adequate veterir^ary care and to oversee toe adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITYOTFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I 4K« ''bove is true, correct, and complefe (7 U.S.C. Section 2143) 

I NAM^ & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 

(AUG 91) 



(Replaces VS FORM 1 8>23 (Oct 88), whtoti uui^ftntf 



??RT 1 - HEADQUARTERS 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-R-0448 8647 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LYCHRON, LLC 
2569 WYANDOTTE 
MOUNTAIN VIEW, CA 94043 
I (612)467-4714 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


n 

::D 1 n 

O 

L?(0 


5. Cats 


6. Guinea Pigs 


7. Hannsters 


8. Rabbits 


9. Non-Human Primates 


D 


r > 

K * 

V.r.- • 


O 


C 'S ^ 


/ ;• 


u 


CJ 


r 


O' 




0 


0 


0 



C) 


o 




/ 1 


o 


o 




CJ 



10. Sheep 


11. Pigs 


12. Other Farm Animals 






0C-\\rtCiY 



13. Other Animals 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


I . - 



:iON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
:utlve Officer or Legally Responsible Institutional official) 

lat the above is true, correct, and complete (7 U.S.C. Section 2143) 


DATE SIGNED 
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This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

Cj 2 -- P n il 


See reverse side for 
additional information. 


DN NO. CUSTOMER NO. 

. A Ui / '4- 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 




2. HEADQUARTERS RESEARCH FACILITY fWame and Address, as registered with USDA, 
include Zip Code) 


iT\0L:- n 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITYf'Artac/) additional sheets /7 necessary or use this form.) 


C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


A. 

I 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

6" 6? n 1% 

A 

W'' 




D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
. accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress : 
to the animals and for which the use of appropriate | 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures prvdudng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


0 

St 









ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected . 

■ ' has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


riFICATlON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

ief Executive Officer or Legally Responsible Institutional official) 

certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


FFICIAL 




!M 18-23 (Oct 88), wh 




. . .EADQUART^RS 


(AUG 91) 























Exceptions to the Regulations 

Approved by LyChron’s Animal Research Committee (LyChron’s lACUC) 

USDA Year Sept 30, 2005 - Oct 1, 2006 


ARC #759 approved by Full Committee Review 
Species - Ovine 
Number of Animals — 1 1 


Approved Exception to the Following Regulation - 9CFR Ch 1 section 3.128 “Enclosures 
shall be constructed and maintained so as to provide sufficient space to allow each animal 
to make normal postural and social adjustments with adequate freedom of movement.” 

The goal of this study was to test the company’s central venous catheters ability to 
monitor continuous cardiac output and the oxygen content of mixed venous blood. These 
catheters provide hospital care givers with accurate vital patient statistics. The intent of 
this proposal will allow the company to continue with manufacturing and marketing 
products that help improve the safety and effectiveness of patient care. 


Evaluations of the device performance were made continuously for 96 hours post 
implant. Post-operative evaluations of the test catheter required hard wiring to a 
monitoring system. As in clinical practice, a saline flush was also required to keep the 
catheter open for the entire post-implant evaluations. The success of the study depended 
on keeping the animal from disturbing both the catheter wiring and the flush lines. With 
input from three veterinarians and the lACUC committee, it was determined that the 
success of the study would require restraining the animals in such a way that prevented 
the animals from chewing or pulling out the devices. This consisted of a halter and cross 
ties which prevented the animal from turning around. The restraint did not remove the 
animal’s ability to lie down. Feed and water were rearranged so they were accessible to 
the animals during the 96 hour dwell time. Normal daily cleaning was performed of the 
animal run. 


An extensive pre-conditioning (5-7 days, with gradual increase of time spent tied) was 
performed prior to the procedure to allow the animal’s time to accustom to the change in 
husbandry space. 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

93-R-0450 12283 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

1 include Zip Code) 


ALLERMED LABORATORIES 

7203 CONVOY COURT 


SAN DIEGO, CA 92111 


(858) 292-1060 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIO NS rs/fes; 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


Dogs 


Cats 


Guinea Pigs 


Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


CIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 





^23 (Oct 88), which is obsoiete 


PART 1 - HEADQUARTERS 





(AUG 91) 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



I 1. REGISTRATION NO, CUSTOMER NO. 

93-R-0451 1133 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD A, I 

include Zip Code) 


XOMA (U.S.)L.L.C. 


2910 SEVENTH STREET 

BERKELEY, CA 94710 


1 (800) 544-9662 

A . . ■ 4 4 • 1 • 1 


sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONS fs/fes; 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


iFFICIAL 


SIGN>J 


DATE SIGNED 





APHIS 

(AUG 91) 


M 18-23 (Oct 88), which 


1 - HEADQUARTERS 



















This report Is required by law (7 USC 2143). Failure to report according to (he regulations can 
result In an order to cease arid desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional inforrrelion. 


Interagency Report Control No 
01 80>DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0456 11108 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

VICAL , INC. 

10390 PACIFIC CENTER COURT 

SAN DIEGO, CA 92121 
(858) 646-1 247 

3. REPORTING FACILITY (List all locations where animals virere housed or used in actual researdi, testing, teaching, or experimentation, or held for these purposes. Attach additional I 

sheets If necessary.) 1 


FACILITY LOCATIONSrsges; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CXINTROL OF RESEARCH FACILITY (Attach additiona} sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animate being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 

Invdving no 
pain, distress, or 
use of paln- 
relfeving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or teste were 
conducted Involving 
accompanying path or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqulliang drugs were 
used. 

E. Number of animate upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which foe use of appropriate 
anesthe!ic,anaJgesic. or tranquiliztng drugs would 
have adversely affected the procedure, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or didress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

03 

0 

0 

0 

0 

5, Cats 


0 

£) . . 

0 

0 

6. Guinea Pigs 


Qj 



f 

7. Hamsters 

e) 

Qj 

0 ) 

0' 

(2) 

8. Rabbits 


0 

— ^ \ 

1 \ 

£) 

c^C\ 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 . 


0 ■ 

1 1 . Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0- 

0 




• 



1 3. Other Animals 






h C iUUC' T^ 

0 

0 


0 

io 














ASSURANCE STATEMENTS 


1) ProfeBsionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anesthetic, analgesic, and Iranquifeing drugs, prior to, during, 
and following actual research, teadilng. testing, surgery, or experimentation wa'e followed by this research faculty. 

2) Each prindp^ Investigator has considered alternatives to painful procedures. 

3) This racility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care ar>d Use Committee (lACUC). A summary of ail the exceptions Is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief explanaliwi of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this researdi facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correc t, and comptets (7 O.S.C. Section 2143) 

“ I N^eI^ TITLE 6iF^C.E.O. OR IN^ OFFICIAL Vfype or Pont) 



DATE SIGNED 




•r 


EADQUARTERS 


lAvu e'i| 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE | 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

93-R-0460 15691 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

RIGEU INC. 

1180 VETERANS BLVD 
SO.SAN FRANCISCO, CA 94080 
(650)624-1100 

I 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfs/tes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

1 

\ 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEAD( 
(Chief Executive Officer oi 

I certify that the above is trui 


Axi iDC r\cr tr r\o iKiexixi iTir\M a i r\c:crioiAi 


Type or Print) 


DATE SIGNED 





APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obs< 


PART 1 - HEADQUARTERS 



























This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO 

93-R-0461 8232 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ICHOR MEDICAL SYSTEMS, INC. 

6310 NANCY RIDGE DR. #107 
SAN DIEGO, CA 92121 

(858) 550-2022 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSrs/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

t 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs 'would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

1 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
' ~ *ve Officer or Legally Responsible Institutional official) 

he above is true, correct, and complete (7 U.S.C. Section 2143) 


I Ki AKxc o TiTi c r\tr n r\ imotiti itiom ai r\cci/^i a i /x, I nAi 




































This report is required by law (7 USC 2143), Failure to report according to the regulations can See reverse side for interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0462 15813 

FORM APPROVED 

0MB NO. 0579-0036 

2 . H EADQU ARTE RS RESEARC H FAC I LITY fWame and Address, as registered with USDA, | 

include Zip Code) I 

RAVEN BIOTECHNOLOGIES 

1140 VETERANS BOULEVARD 

SO.SAN FRANCISCO, CA 94080 
(650) 624-2600 

I 3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

1 sheets if necessary.) 


FACILITY LOCATIONSfs/fesJ 

See Attached Listing I 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of | 

animals being I 

bred, 1 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO . 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 




V 


5. Cats 






6. Guinea Pigs 






7. Hamsters 



Jd' 


--Vj 

8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 






















V 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

c Officer or Legally Responsible Institutional official) 

the above is true, correct, and complete (7 U.S.C. Section 2143) 



38), which is obsolete 


PART 1 - HEADQUARTERS 





This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

93-R-0466 17731 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CHEMICON INTERNATIONAL, INC. 

28820 SINGLE OAK DRIVE 
TEMECULA, CA 92590 
(760) 788-9692 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) • 


FACILITY LOCATIONSrs/fesj 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

1 

1 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 3. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua! report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

rtify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


lAL I NAMF A TITI F OF r F n OR INSTITI ITIONAt OFFiniAl (T\/npi nr Print) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), whic.. .o 




DATE SIGNED 


. „DQUARTERS 



I'" 


















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0467 


CUSTOMER NO. 

18788 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

XENO PORT, INC. 

3410 CENTRAL EXPRESSWAY 
SANTA CLAF^, CA 95051 
(408)616-7311 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATION S(^s/fesj 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 

I 


teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

I 

I 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. {An explanation of 

I 

I 

I 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 









APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


11 / 13/06 


PART 1 - HEADQUARTERS 




















This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 21 50 


Set reverse side for 
additional information 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO . 




*1 


I* *. 


* 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 





V 



3 A 









cmiz^ Ox 




3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If necessary.) 


FACILITY LOCATIONS (Sites) 


14X^1 


5 

? 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) - | 

A. 

Animals Covered 

By The Anima 

Welfare Regulations 

B .Number of 

animals being 

bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 

which teaching, 
research, 
experiments, o r 
tests were 

conducted 

involving no 
pain, distress, oi 
use of pain- 
relreving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 

accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An axp/ainatlon of 
the prooedures producing pBin or distress in those 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

o 

o 

D 

c 

G 

5. Cats 

o 

o 

o 

o 

o 

6. Guinea Pigs 

o 

o 

O 


Q 

7. Hamsters 

O 

o 

o 

o 

G 

8. Rabbits 

o 

o 

o 

c 

O 

9. Non-human Primates 

o 

u 

o 

c 

O 

10. Sheep 

o 

o 

Cy 

o 

C.-'' 

11., Pigs 

c 

o 

(.:> 

o 

o 

12. Other Farm Animals 

o 

o 

C ) 

o 

c> 







13 Other Animals 






S&s OTTHF-. 

o 

o 

ri 

o 

2- 













I ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached lo this annual reportUn 
addition to idontilying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of anirrals affected. 

4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the atxx/e is true cofrect, andloGirplete(7U.SC Section 2143). 
































































This report is required by law (7 USC 2143), Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-R-0472 ' 20964 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with US DA. 
include Zip Code) 

U.S.A. UNIVERSE BIOENGINEERING. INC 
2021 W. COMMONWEALTH AVE.. SUITE B 
FULLERTON. CA 92833 
(714) 526-2892 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS(s/fes; 


See Attached Listing , ^ 






u. 






REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Dogs 


Cats 


Guinea Pigs 


Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Z”? 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 




Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 




Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 




c 











TOTAL NO . 
OF ANIMALS 

(Cols. C + 

D + E) 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 




epiaces VS FORM 18-23 (Oct 88), which is 


h 


RT 1 - HEADQUARTERS 



(AUU yi) 








































This report is required by law {7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0475 


CUSTOMER NO. 

3768 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE MARINE MAMMAL CENTER 
MARIN HEADLANDS 
1065 FORT CRONKHITE 
SAUSALITO, CA 94965 
(415) 289-7337 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS ('s/fes) 


See Attached Listing 



i Ir \ TCL N iXu • \ (TYci- V V 'Y\ rn' \T" t::. -y - ' 






Fo y-V 








REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
th e procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4. Dogs 


5. Cats 




6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 






10. Sheep 


11. Pigs 


12. Other Farm Animals 







13. Other Animals 















ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

)ove is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


DATE SIGNED 




lich is obsolete 


PART 1 - HEADQUARTERS 



e. 



























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO, 

93-R-0476 3620 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, \ 

\ include Zip Code) 


MONTEREY BAY AQUARIUM 

886 CANNERY ROW 


MONTEREY, CA 93940 


(831)648-4800 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT)ONS('s/fes) 


See Attached Listing 

All done on-site at address in #2 above 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


Southern Sea Otrer 


(Enhydra lutrls nereis) 



- 0 - 


- 0 - 


- 0 - 


- 0 - 


- 0 - 


- 0 - 


- 0 - 


- 0 - 


- 0 - 



15 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


I twof tho jg true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


ich is obsolete 


10.23.0 


rAKi 1 - ntADQUARTERS 

































This report is required by law (7 DSC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
01 BO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

• 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0477 20031 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

SMITH -KETTLEWELL EYE RESEARCH INSTITUTE 

2318 FILLMORE STREET 

SAN FRANCISCO, CA 94115 
(415) 345-2039 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS fs/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 1 



10 


10 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



1 


1 

9. Non-Human Primates 

* 

• 

9 


9 

10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 






* 



















I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 




ilFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



M 18>23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


(AUG 91) 


Attachment to USDA APHIS Form 7023: 

Registration No. 93-R-0477 

Species and Numbers: 

Rhesus Macaque (6) 

Reportable Exceptions - Fluid Regulation - Section 3.83 

The goal of our research is to understand the operation of the working brain relative to vision and eye 
movement. One commonly accepted way to do this is to record the behavior of animals and the activity 
of single neurons during behavior. In our laboratory, and many others around the world, we accomplish 
this goal by training monkeys to perform simple tasks with fluid or food reinforcements. Eliciting good 
behavioral performance over a period long enough to acquire meaningful data requires strong motivation 
on the part of the animal. A successful, humane, and scientifically valid way to attain this level of 
motivation is through fluid or food reward. We voluntarily report this exception to be conservative in 
our reporting. 


1 0/09/06 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0478 22163 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

OPTIMER PHARMACEUTICALS, INC. 

10110 SORRENTO VALLEY ROAD. STE. C 

SAN DIEGO, CA 92121 
(858) 909-0736 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONS( sites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

> 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 

ip 

5. Cats 



6. Guinea Pigs 



7. Hamsters 



8. Rabbits 



9. Non-Human Primates 



10. Sheep 



11. Pigs 



12. Other Farm Animals 






13. Other Animals 










C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
i must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

, (Cols.C + 

D + E) 


1 P 

p 

ip 




■ 



1 

i 








1 





1 



1 









_ ^ 


\ 












1 

1 






1 


1 


1 








1 




1 




1 1 

1 

1 

y 

f 


f \ 


1 


/ 

/jym/r 

If 


i 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



CIAL 


1-23 (Oct 88), which is obsolete 



DATE SIGNED 

1 1 ^ 

HAK I 1 - HbADQUA^TERS 





This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional in formation. 

UNITED STATES DEPARTMENT OF AGRICULTURE I 1, REGISTRATIOT^NoT CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0479 18820 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VALLEY BIOSYSTEMS 
P.O. BOX 2216 

WEST SACRAMENTO, CA 95691 


• j (916)374-2735 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONS(s//es; 



REPORT OF^NIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animats upon 
which experiments, 
teaching, researdi, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected, 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


•FICIAL TNAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 



1 18-23 (Oct 88), which is obsolete 




PART 1 - HEADQUARTERS 














This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0480 22845 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

IN-VIVO TECHNOLOGIES, INC. 

863-A MITTEN ROAD 

BURLINGAME, CA 94010 
(650) 888-6079 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONS( sites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (AUach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hannsters 






8. Rabbits 



^ 1 


C't 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























[assurance STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNMUREO^^^^^NSrmn^AL OFFICIAL 

A !_■ i_l 1 ■_ # Jl /n^.i \ ^ _. t-* 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

ft ■ t_ a A. A L.3 0 

i LJC 

DATE SIGNED 

a jj 3 

: A r\r\t i a dhtcdo 


AKMIb hUKM /^)^6 (Replaces VS FORM 18-23 (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO, 

93-R-0481 


CUSTOMER NO. 
22844 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 



11808 SUSAN DRIVE 
GRANADA HILLS. CA 91344 
(818) 470-8200 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






- (V/CjP, 





loo 




joo 


jOO 






- — 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


SIGNATL 


APHIS F 
(AUG 91) 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I — the above is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C.E.oToR INStItUTIoI^ALO^ICIAL {Type or Print) 




Oct 88), which is obsolete 


PART 1 ~ HEADQUARTERS 






This 
result 


> 

repdrtis 
t in f n oi 


required by law (7 USC 2143). Failure to report according to the regulations can 
ordtf - to cease and desist and to be subject to penalties as provided for In Section 2150. 

UNITCb STATES DEPARTMENT OF AGRICULTURE 


See reverse side for 
additional information. 


interagenc/ Report Control No 
01 80>DOA-AN 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93>R-04d3 


CUSTOMER NO. 

23949 


FORM APPROVED 
0MB NO. 0579-0036 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACIUTY fName and Addnss, as rsgisterad with USDA, 
(nduda Zip Code) 

M P BIOMEDICALS 
15 MORGAN STREET 
IRVINE. CA 92618 
(330)562-1500 


3. 


REPORTING FACIUTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAJtOHS(sites) 


See Attachefl Listing 




REPORT OF 


IIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addmnal sheets if necessary or use APHiS FORM 7023A ) 

e! 


A 1 

Anini 

By 

Welfai 

\ 

\ 

4 

1 

lats Covered 

The Animal 
e Regulations 

B. Nunrberof 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

J 

4. Dogs 1 



i 

5. Cats 



6. Guinea F 

igs 


7. Hamsten 

i 

« 


8. Rabbits 



9. Non-Hurr 

lan Primates 


10. Sheep 



1 1 . Pigs 

1 


12. Other Fa 

m Animals 


Goa 

■hs 


1 3. Other An 

mals 



* 

1 

j. . 



r 

) 

\ 

\ 

i 



« 

% 

i 

i 


1 ASSURANCE {STATEMENTS 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which ttie use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exf^anation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to tNs report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
D^E) 


1 ) 


2) 


Professbr^lly acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and follovring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Each Dftidpal investigator has considered alternatives to painful procedures. 



3) This fa 


principa 

addition 


4) Theatt 



ity is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 


investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to 6ils annual report. In 
to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee ffie adequacy of other 


aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

) Officer or Legally Responsible Institutional official) 

above is true, correct, and complete (7 U.S.C. Section 2143) 



NAME a TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 


I DATE SIGNED 




(AUG 91 j 




which Is obsolete 


PART 1 - HEADQUARTERS 
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This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0485 24406 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with USDA, | 

1 include Zip Code) 


1 GENOMICS INST. OF THE NOVARTIS RESEACH I 

1 FOUNDATION 


1 1 0675 JOHN JAY HOPKINS DRIVE 1 

SAN DIEGO, CA 92121 


(858) 812-2500 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS {'s/fesj 


See-Attaet^ed-ysImg-"* 


..^3 A rv\ I" A 


z , 



Dogs 


Cats 


Guinea Pigs 


Hamsters 


Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 


13. Other Animals 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 




/ u 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
'"^hief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Tvoe or Print) 



DATE SIGNED 




APHIS rwi\ivi /uzo 
(AUG 91) 


(Kep laces v::> huRM 18*23 (Oct 88), which is obsolete 




PART 1 - HEADQUARTERS 



V 














This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1 . REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-R-0486 24058 


Interagency Report Control No 
0180'DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PORTOLA PHARMACEUTICALS, INC. 

270 EAST GRAND AVENUE. STE. 22 
SO.SAN FRANCISCO. CA 94080 



(650) 246-7000 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (s/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


Dogs 


Cats 


Guinea Pigs 


Hamsters 


Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 





DATE SIGNED 


Al 


Dct 88), whicf 


/o/ 7/ 


iA^U^RTERS 


























This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0489 


CUSTOMER NO 

25422 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

GRIFOLS BIOLOGICALS, INC. 

2410 LILLYVALE AVENUE 
LOS ANGELES. CA 90032 



(323) 225-2221 


REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSrs/fes 


oAHootiod Uotfng 2450 Lillyvale Avenue 

Los Angeles, CA 90032 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addfthnai sheets if necessary or use APHIS FORM 7022 A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use In 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relievlng drugs. 


D. Number of animals upon 
which expertrnents, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or Irarrquilizlng drugs would 
have adversely affected the procedures, results, or 
inteqpretatjon of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


4. Dogs 


6. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 




assurance STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were fottowed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A lummary of all the exceptions Is attached to this annual report In 
addition to Identifying the lACUC-approved exceptions, this summary Indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


AT. rnc C ^ INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 88), which Is obsolete 


PART 1 • HEADQUARTERS 
















This report is required by law {7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE t 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0490 1131 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SCIOS, INC. 

6500 PASEO PADRE PARKWAY 
FREMONT. CA 94555-3658 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS/s/fes) 


SCIOS, INC. 

FREMONT. CA 94555-3658 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annuai report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional ofTicial) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



11/01/2006 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 ~ HEADQUARTERS 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 






See reverse side for 
additional information. 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0491 26668 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PHENOMIX CORPORATION 

5871 OBERLIN DRIVE, SUITE 200 

SAN DIEGO, CA 92121 
(858) 731-5211 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/tesj 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aitach additional sheets if necessary or use APHIS FORM 7023A ) 

a 


Animals Covered 
By The Animal 
Welfare Regulations 


B. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 
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10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 
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Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 




J 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D-«- E) 
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ASSURANCE STATEMENTS 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


fS FORM 18-23 (Oct 88), which i 




lUARTERS 




This report is required by law (7 (JSC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-R-0492 27962 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

CALIFORNIA STATE UNIVERSITY, SAN MARCOS 
333 TWIN OAKS VALLEY ROAD 
SAN MARCOS. CA 92096 



3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIO NS ^s/fes) 


CALIFORNIA STATE UNIVERSITY, SAN MARCOS 
SAN MARCOS, CA 92096 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used forsudi 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

1 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 


Cactus mouse 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquitizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were foliowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


1 1/29/2006 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






















this report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0493 8819 

f’ 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

METABOLEX, INC. 

3876 BAY CENTER PLACE 

HAYWARD, CA 94545 
(510) 293-8800 

I 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional I 

I sheets if necessary.) | 

FACILITY LOCATION Sfsffes) 

See Attached Listing 

f ‘A erri" 0 .1^0 ' X ,4’ t c. 

^4 4 

) ^ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

a 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


1 3. Other Animals 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 



s. 












D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


1/ 
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■ V’^ 
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ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research fecility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 




hich is obsolete 


PART 1 - HEADQUARTERS 


(AUG 91) 

















This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO 

93>R-0494 28727 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 



5100 PARKER ROAD 

I MODESTO, CA 95357 

(209)521-6380 


3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 









REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) \ 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

1 


4, Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


0 ^ b'l U 




ASSURANCE STATEMENTS 


*•) Protessionaliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


tt/oi/cC 


KAK I 1 - nEADQUARTERS 






















This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION^NO. CUSTOMER NO. 

93-R-0496 / 30943 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

HANSEN MEDICAL. INC. 

380 NORTH BERNARDO 

MOUNTAIN VIEW, CA 94043 
(650) 279-9123 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 1 

TOTAL NO. 1 
OF ANIMALS 1 

(Cols. C + 1 

D + E) 1 

4. Dogs 






5. Cats 





H 

6. Guinea Pigs 






7. Hamsters 
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8. Rabbits 






9. Non-Human Primates 
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10. Sheep 






11. Pigs 
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12. Other Farm Animals 
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13. Other Animals 
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1 ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURI 

A m m m m 

JTIONAL OFFICIAL 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 



This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

BiQ- 

(c 1 ^ 1 C 0 r n e i -si c v ii ft ccrt % s t e . i o i 

'S M P 1 S G D , C, A 3- i 

r 1 if S O ^ 

1 3. REPORTING FACILITY (List al! locations where animats were housed or used in actual research, testing, teaching, oKexperimentation, or held for these purposes. Attach additional 

1 sheets if necessary.) 


FACILITY LOCAT\ONS(sites) 


tiiee Attached Listing^ , ^ ^ 

(f) 

^ , i ^ 1 ^ 

\ rLj[ 

tc- n 

s 

'liCi y\ O' ^ ^ 5 


s, CA a- f 

1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023 A ) \ 

A. 

Animats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 
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12. Other Farm Animals 

G 

c 

C 

c 

fcj***" 

CJ 







13. Other Animals 
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1 ASSURANCE STATEMENTS | 


1) Prcfessionaliy acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected . 


The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


riTUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 




splaces VS FORM 18-23 (Oct 88), whi 



IT 1 - HEADQUARTERS 

















































This report is required by law (7 U SC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 


2. HEADQUARTERS RESEARCH FACILITY fName and Address, as registered with USDA, 
wdude Zip Code) ^ ^ (Q Q , I f4 C 

.Saj,A JDie^O , CA 




Li 


TV 


iPi 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

i E. Number of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by ttie Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected . 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


TITUTIONAL OFFICIAL 


MAMP «. TITt F OF n P n OR IMRTITMTIOM A| OPFiniAl /Tvnp nr Prinf) 



DATE SIGNED 


I// 


f ^ 


Oi 



(Replaces VS FORM 18-23 (Oct 88), v?.. 




. , .RT 1 - HEADQUARTERS 


\MiUKj » I ; 













This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

- - - - - - 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0498 25560 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SYNTRON BIORESEARCH, INC. 

2774 LOKER AVENUE WEST 

CARLSBAD, CA 92008 
(760) 930-2200 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Sfs/fesJ 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

1 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 


4 




10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 



The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 



itive Officer or Legally Responsible Institutional official) 

t the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 



HEADQUARTERS 









This report is required by law {7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

93-R-0499 1108 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

include Zip Code) 

ANIMAL PHARM SERVICES, INC. 

303 DRY CREEK ROAD 

HEALDSBURG. CA 95448 
(707) 431-0171 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 


*• 
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/| /v i ^ 


CJM 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 


u 

O 

a 

5. Cats 

0 

n. 


0 

a 

6. Guinea Pigs 

0 


0 

0 

0 

7. Hamsters 
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fj 
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a 

8. Rabbits 

7 

■ iHO 
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■2 0 

9. Non-Human Primates 

0 


( i 

% y 
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0 

10. Sheep 
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•‘V 

0 

11. Pigs 

0 
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/) 


0 

12. Other Farm Animals 
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/i 

r ^ 
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13. Other Animals 
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ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

I KiAiviP ft, TiTt 1= AP r P n OP iwQTiTNTinMA^nppir^^_ (Type or Print) 





DATE 


SIG^D 





AP nio rvyrvivi / 

(AUG 91) 


(Kepiaces vo t-uKM Io■y'^3 (uci 88), which is obsolete 


PART 1 - HEADQUARTERS 


/ 

/ 



/■ 


.> 


This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 93-R-0500 9756 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ARBiOS SYSTEMS INC 

8797 BEVERLY BLVD., SUITER’ JOV 


LOS ANGELES, CA 90048 
(978)729-8279 (^5< 


048 .. 
(3jO} C 


5'f 





3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION Sfs/fes) 


See Attached Listing | HO R ^ . j 


t 


-cc 



c c 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 


4 . Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
'Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


. OFFICIAL 



DRM 18-23 (Oct 88), whi 


1 - HEADQUARTERS 






















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0501 


CUSTOMER NO. 

33057 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PLANCHE CONSULTING 
1251 WESTWOOD BOULEVARD 
LOS ANGELES, CA 90024 



3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS{s/fes; 


WEB SCIENCES INTERNATIONAL 
LOS ANGELES, CA 90024 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 3. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 
(AUG 91 ) 



DATE SIGNED 


11/14/2006 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 














This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0502 . 


CUSTOMER NO. 

33225 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 



1310 WEST STEWART DRIVE. #210 


REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fesj 



SI of 


h 7S 


I//ST /Tut £ 


fou RTH 



T 




cA 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 

0 

5. Cats 

o 

6. Guinea Pigs 

o 

7. Hamsters 

o 

8. Rabbits 

o 

9. Non-Human Primates 

o 

10. Sheep 

o 

11. Pigs 

o 

12. Other Farm Animals 

o 


13. Other Animals 


O 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 




Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cois. C + 
D+ E) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




























































This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
01 80-00 A-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

93-R-0503 34849 

FORM APPROVED 

0MB NO. 0579-0036 

1 2, HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 1 

1 indude Zip Code) 


ISIS PHARMACEUTICALS 

1896 RUTHERFORD ROAD 

CARLSBAD, CA 92008 


(760) 931-9200 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS('s/fes; 





REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

1 

1 

1 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
i which experiments, 

1 teaching, research, 

surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

i E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used i 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols, C + 

D + E) 


4. Dogs 


5. Cats 


6, Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

, - - ‘'-jat the above is true, correct, and complete (7 U.S.C. Section 2143) 


MAR^n B TiTi r r P n no iM<;Tm itiowai OFPiriAi nr Prtr,f\ 



DATE SIGNED 



)ct 88), which is obsolete 


PART 1 - HEADQUARTERS 


(AUli 













This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

93-R-0504 


CUSTOMER NO. 

35685 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ARAGEN BIOSCIENCE. INC. 

275 TENNANT AVENUE. SUITE 202 
MORGAN HILL, CA 95037 
(408) 779-1700 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION S(s/fesj 


^ 'Iron. CA qSOX) 







REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 

D 

5. Cats 

0 

6. Guinea Pigs 

O 

7. Hamsters 

0 

8. Rabbits 

0 

9. Non-Human Primates 

0 

10. Sheep 

0 

1 1 . Pigs 

0 

12. Other Farm Animals 

Q 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C + 
D+ E) 



O 



O 


O 


o 


o 


0 


o 




D 


O 


D 


O 










0 


O 








13. Other Animals 






o 












ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE 01 OFFICIAL 



I I A t rr. 



DATE SIGNED 


a ua 



APHIS FORM 
(AUG 91) 


=ORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


\ / 


















































Attachment 1 


This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side for 
additionalinformation 


Interagency Report Control No 
01 80-DOA-AN 


UNITED STATES DEPARTtvIENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 REGISTRATION NO . 





FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 




( 


\ *' 















2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 










-fdi 



S 'L' 

















^ 9 ^ V ^ 



I 



q 


[*» I f a y 



3. REPORTING FACILITY (List all locations where aninnals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



I REPORT OF ANIMALS USED BY OR UNDER'cO^^O^^ESEARC^ACIU^^Atta^ additional sheets it necessary or use APHIS FORM 7023A^ 


A. 

Animals Covered 

By The Anima 

Welfare Regulations 

B .Number of 
animals being 

bred, 

conditioned, or 
held foruse in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 

which teaching, 
research, 
experiments^ or 
tests were 

conducted 
involving no 
pain, distress, oi 
tJ^e of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 

accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, ^xp/snst/on of 

the procedures producing pain or distress in those 
animafs and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTALNO 

OF ANIMALS 

(Cols. G -+■ 

D + E) 

4. Dogs 

o 

O 


U 

V ' .4 

5. Cats 

o 

0 

f'. 



6. Guinea Pigs 

K. 

o 

o 

0 

o 

D 

7. Hamsters 


n 


o 

o 

8. Rabbits 

o 

0 

o 

i ^ 

0 

9. Non-human Primates 

v 

o 

C 

u 

0 

6 

10. Sheep 

o 


o 

0 

L.-/ 

11-, Rgs 

o 

0 

u 

0 

c 

12. Other Farm Animals 

o 

0 

0 

0 








13 Other Animals 

o 

O 

6 

6'' 

0 



















1 ASSURANCE STATEMENTS | 


1) Professionallyacceptable standards governing the care, treatment, and use of animals Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached lothis annual reportJn 
addition to identifying the lACXJOappnt^ed exceptions, this summary includes a brief explanation of the exceptions, as vjbW as thie sp)ec(es and number of animals affected. 

■4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify Ihd the abcxe is true, ccrrec^ and OGrrplele (7 use Section 2143). 



(AUG 91 ) 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1 . REGISTRATION NO. CUSTOMER NO. 

93-R-0507 37747 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with USDA, i 

include Zip Code) 


ANESIVA 


650 GATEWAY BLVD. 


1 SO.SAN FRANCISCO. CA 94080 1 

1 (650)246-6813 




sheets if necessary.) 



FACILITY LOCATIONS(s/fesj 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

! D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. I 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, I 

experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

! 

1 

1 

) 

i 

(Cols- C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 



1 1 . Pigs 


ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the I AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executiv e Officer or Legally Responsible Institutional official) 

3 above is tnje, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


, wh twtt 






EADQUARTERS 


















This repojt is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in ap order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 




UNITE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 




ANNUAL REPORT OF RESEARCH FACILITY 


(TYPE OR PRINT) 


1. REGISTRATION NO. 

93-V-0003 


CUSTOMER NO. 
1322 


Interagency Report Control No 
0180-DOA>AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

VA MEDICAL CENTER (640) - PALO ALTO 
3801 MIRANDA AVENUE 
PALO ALTO, CA 94304 




3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if n 




FACILITY LOCATIONSratfes 


VA MEDICAL CENTER (640) 
PALO ALTO, CA 94304 


REPORT OF 



LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY 


Anirrals Covered 
By 1me Animal 
Wetfore Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. 


Number 
animals upon 
whi^ teaching, 
research, 
experiments, or 




conducted 
involving no 
pain, distress, or 
use of pain- 
reiievtno drugs. 


(Attach additional sheets If necessary 


D. Number of animals upon E. 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


or use APHIS FORM 7023A ) 


Number of animals upon which teaching, 
experiments, resear^. surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analge8ic. or tranquilizing drugs would 
have adversely a/ffaded the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress h these 
anknais and the reasons such drugs were not used 
must be attached to this 




TOTAL NO. 
OF ANIMALS 

(Cole. C ’I' 
D + E) 



ASSURANCE 


1) Profossioraily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing dmgs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were foliowed by this research fodlity. 

2) Each prirnpal investigator has considered alternatives to painful procedures. 

3) This fadli ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal nvestigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report, in 
addition 1 3 identifying the iACUOapproved exertions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 


4) Theath 
aspects 


ill> 


SIGNATURE 




ing veterinarian frxr fois research fadllty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of ofoer 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Reeppnsible .Institutional official) 

1 001 % that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


= C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or P/fnf) 



DATE SIGNED 


12/05/2006 


APHIS FOR 
(AUG 91) 


7023 



(Repisces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





















This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided ^ In Section 2150. 




See reverse side for 
additional information. 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


REGISTRATION NO. 

93-V-0005 


CUSTOMER NO. 
1324 


Interagency Report Control No 
0180-DOAnAN 


FORM APPROVED 
0MB NO. 0579-0036 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VA MEDICAL CENTER (662) - SAN FRANCISCO 
4150 CLEMENT STREET 
SAN FRANCISCO, CA 94121 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, ttnting, teaching, or wcperlmentation, or held for these purposes. Attach additional 

^ . -1 


FACIUTY LOCATIONSfSiires 


VA MEDICAL CENTER (662) 
SAN FRANCISCO. CA 94121 




REPORT OF 



USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional ahem 9 necessary or use APHIS FORM 7023A ) 


Anin^s Covered 
By Tne Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produchg pah or distress h these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D-^E) 



1) Professt^aliy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior i;o, during, 
and fbllowng actual researdi, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each priildpal investigator has considered alternatives to painful procedures. 

3) This fadjlty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained b>' the 
principal hnvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this summary Includes a t»1ef explanation of the exceptions, as well as the species and number of animals affected. 




4) The atteMing veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee tiie adequacy of other 
aspects If animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

I (Chief Executive Officer or Legally Responsible Institutional official) 

I certny that the above Is true, correct and complete (7 U.S.C. Section 2143 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


10/24/2006 



APHIS FORIjH 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obeolete 


PART 1 - HEADQUARTERS 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can , See reverse side for 

resuit In an order to cease and desist and to be subject to penalties as provided for in Section 2150. ' ^ additional information. 


JNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 93-V-0007 1326 


ANNUAL REPORT OF RESEARCH FACILITY 


I 


(TYPE OR PRINT) 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
hdude Tig Code) 

VA MEDICAL CENTER (600) - LONG BEACH 
5901 E. 7TH STREET 09/151 
LONG BEACH. CA 90822 



3. REPORTINQ FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necMsary.) 


FACILITY LOCATIONSratoa 


VA MEDICAL CENTER (600) 
LONG BEACH. CA 90822 


REPORT OF 




USED BY OR UNDER CONTROL QF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 


Anin 

By 

Welfa 


s Covctred 
le Animal 
Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


umber of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
cortducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affoded the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An explanadon of 
the procedures producing pain or distress in these 
anknais and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



11. Pigs 


1) Profossi 
and folic 


lly acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prir»pal investigator has considered alternatives to painful procedures. 


772 


3) This fadli ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal nvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all ttie exceptions Is attached to this annual report. In 
addition t) identifying the lACUC-approved exceptions, this summary Includes a brief e}q>lanation of foe exceptions, as well as foe species and number of animals affected. 

4 ) The attenning veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects cs animal care and use. ^ ^ ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Inetitutlonal official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43 


SIGNATURE ^F C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


11/30/2006 


APHIS FOR 
(AUG 91) 





(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 




















